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The Hospital Spendthrift . , 








and you're paying the bill! 





Of course, your staff and patients don’t purposely 
skyrocket your fuel costs. But overheating patient 
rooms is not only bad for comfort and health, it’s 
mighty expensive, too! Every time a window goes 
up because it’s “too hot,” your fuel bills also go up 

. unnecessarily! 

Multiply the scene above by the number of win- 
dows in your hospital and you get some idea of the 
potential waste due to overheating. 

And overcooling, in summer, is even more costly! 

The simple cure for all this needless waste, in both 
new and older buildings, is a Johnson Pneumatic 
Temperature Control System. Johnson Control can 
be profitably applied to any type or make of air 
conditioning or heating system to give you perfectly 
regulated temperatures for every purpose and insure 
waste-free heating and cooling performance. 


A nearby Johnson engineer will welcome the 
opportunity to demonstrate, to you, your consult- 
ing engineer, architect or staff engineer, how the 
unmatched comfort and money-saving advantages 
of Johnson Pneumatic Control can be applied to 
your specific problems. Johnson Service Company, 
Milwaukee 1, Wisconsin. Direct Branch Offices in 
Principal Cities. 
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Now — without effort... 
change your patients’ 
position from lying 

to erect—with the 


New HAUSTED INVAL-AID Chairs 
now make the handling of incapacitated 
patients easy. Transfers from bed to a 
comfortable sitting position are accom- 
plished without strain for the patient 
or nurse. 

During the early stages of getting 
patients slowly to an erect position 
following prolonged bed rest, the ver- 
satile INVAL-AID Chair is almost 
indispensable. 

INVAL-AID Chairs are also of great 
value as auxiliary receiving and emer- 
gency room equipment. 


Producers of Today's 

Most Complete Line of 
Hospital Wheel Stretchers 
and Accessories 

and the new TRACTIONAID 


c=! 





INVAL-AID CHAIRS 
aid in the handling 


of cases of: 


Paraplegics 
Hemiplegics 
Orthopedics 
Arthritics 
Geriatrics 
Poliomyelitis 
Cardiacs 
Paralysis 


new HAUSTED INVAL-AID CHAIR 


INVAL-AID Chairs are engineered so 
the patient’s position may be changed 
and set at any desired angle from hori- 
zontal to erect sitting. The change is 
made easily by a geared hand crank. 


INVAL-AID Chairs are available in 
carbon steel with silver luster finish 
and in stainless steel. Foam rubber 
makes the seat, back and arm rests 
comfortable. Restraining straps are 
available. 





For detailed information on INVAL-AID Chairs, write 
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prevents postpartum hemorrhage 


‘Ergotrate Maleate’ almost completely eliminates the incidence of post- 
partum hemorrhage due to uterine atony. It also decreases puerperal 


morbidity resulting from uterine infections. 
Supplied: In 1-cc. ampoules 


of 0.2 mg. and in tablets Patients are “up and around” earlier, present fewer nursing problems, 


of 0.2 mg. and are discharged without delay. 


AND COMPANY [INDOIANAPOLIS 6, INDBDAARA, UV.S 
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NEW... and 


completely functional 





This NeW bottle 
is tailored 
to fit your needs 


From its unique label with numerals printed 
in the ‘‘working”’ position, to the functional 
non-slip thumb and finger grips... here’s a 
solution bottle that goes all out to contribute 
the utmost in hospital efficiency and economy. 


Labels and bottles are cross-calibrated for easy 
reading of fluid levels... larger bottles are marked 
at 100 cc. intervals, while the special pediatric sizes 
are calibrated in 10 cc. measurements. Designed 
with the user in mind, to save valuable hospital time 
... to offer the most in ‘‘in-use’’ application. 


—another example of pioneering parenterals and service 


SPV GES ee Se Te MORTON GROVE, ILLINOIS 


DISTRIBUTED AND AVAILABLE ONLY IN THE 37 STATES EAST OF THE ROCKIES (except in the city of El Paso, Texos) THROUGH 


AMERICAN HOSPITAL SUPPLY CORPORATION 


SCIENTIFIC PRODUCTS DIVISION GENERAL OFFICES © EVANSTON, §LLINOES 
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MacEachern Portrait Copied 
Our hospital has obtained a negative 
of the portrait of the late Dr. Malcolm 
MacEachern. We had a photographer 
enlarge it, and it is now hanging in 
uur reception room, where it has re 
eived many favorable comments. The 
nas received a great many 


s about Dr. Mac 


portrait 


receptionist 
inquiries from visitor 


Eachern’s life and 


Place a No. 1| Brillo Flo 


The original portrait was unveiled at 


the American Association 


Hospital 


1955, only a 


MacEachern’'s 


meeting in September 
few months before Dr 
death 

Our photographic reproduction is in 
sepia It cost us about $30 to have 
the work done, excluding the frame 
and the bronze plaque. Of course, the 


original photograph of the color por 


DRY-CLEAN 
YOUR FLOO 


- - ae: : P 
- - = — . 
under vour floor machine . with 


sats 5 23,2. ; ‘ wt 
Use a side-to-side motion to re 
move dirt and harden finish 


Ai PER youl floors have be en ¢ leaned 
and waxed, you can easily maintain 


their original shine 


KEEP FLOOR SHINE LONGER 


Fresh wax is a tough, transparent film 
which protects your floor from wear 
and enhances its beauty. Dirt. grease, 
foreign particles from traffic become 
imbedded and spoil floor appearance, 
as well as causing extra wear. A daily 
buffing with a No. 1 Brillo Solid Dise 
Steel Wool Floor Pad removes this 
dirt and hardens the wax, leaving a 
clean, gleaming floor, every time. 


BRILLO 
FLOOR PADS 


... Make your waxing 





last twice as long 





YOU SAVE FOUR WAYS 
Daily dry cleaning with Brillo Floor 
Pads makes your original waxing last 
twice as long. You benefit four ways 
because: 1. You preserve the floor it- 
self... 2. You avoid frequent strip- 
ping of the finish and the necessity of 
rewaxing . . . 3. You save labor for 
scrubbing and mopping . . . 4. Your 
floors will have added beauty. 


A PAD FOR EVERY JOB 
Brillo Floor Pads are available for all 
makes of rotary electric floor machines 
from 8” to 21” diameters and in 
grades 0,1, 2,3 for any cleaning, wax- 
ing or buffing operation. Write for 
free informative booklet. 


BRILLO MANUFACTURING COMPANY, INC. 


60 JOHN STREET, BROOKLYN 1, NEW YORK 


Malcolm T. 
the photo 


Portrait of the late Dr. 
MacEachern made 
graphic negative of original painting. 


from 


crican Col 
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trait was made by 


lege of Hospital 


Che An 
Administrators, and 
we imposed on them to lend us the 
to make ou ctu d A 


iit 
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Play Rug Charms Children 


For years hospitals have been wres 


thing with the problem of what to do 


youngsters who come along 


with their mothers to week-day clinics 
It left to | VICCS the chil 
r} 


dren are likely to run throug 


with the 


their own 
} corr 


} 


dors, slide banisters open 


loors to examining rooms ind sO on 


Lenox Hill Hospital, New York 


c the probl n 


down th 


has found a way to solv 


In the pediatric clinic, it has put down 
1 play rug, loaded with toys, to divert 
the atrention of youngsters while their 
mothers are busy elsewhere with an 
other child in the family 


Faith Ault and Nancy Adams, trained 


A little help from a friendly volunteer, 
an absorbing game, and a large play 
rug keep children happy at the Lenox 
Hill Hospital pediatric clinic, New York. 
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FOR TOOTING OUR 
OWN HORN ...BUT...- 


we've never seen anything like the display 

of Life-Long Metal Hospital Furniture and 
Equipment in our new catalog. It’s a complete 
and comprehensive guide; full of new concepts 
in safer and better patient care with greater 
efficiency for the nurse. Contact your hospital 
supply dealer for the copies you need. 

Or, send the handy coupon today. 


a teeeeeeeeseeeaaeeeeeseo> 


HARD’S NEW CATALOG 


inccupes Furniture, Equipment and 
Recommendations in these and many other 
fields — 
ings for Patient Rooms ® Color Harmony for Therapy 
Recovery Beds @ Pediatrics @ Geriatrics 


iff and Dormitory Furnishings ¢@ 


HARD MANUFACTURING COMPANY 
117 TONAWANDA STREET 
BUFFALO 7, NEW YORK 
HARD MANUFACTURING 
Gentiemen 
COMPANY 


Pliease send a free copy of your catalog 





Name nee 117 TONAWANDA STREET 
Title BUFFALO 7, NEW YORK 


Name of Institution 
Address 


City 





volunteers, supervise the playroom and 


handle distribution of toys, arbitration 
of disputes, and trips to the lavatory 
Doctors near by can be called on if 
necessary in a particular situation. The 


Mrs 
Wadsworth, president of the 


project is lirection of 


Oliver I 
women's auxiliary of Lenox Hill Hos 


pital 


Kentucky Recruits Students 
In Kentucky, the state hospital ass« 

ciation is doing something about re 

cruitment of nurses. For the last 

} 


le association has conducted 


easy to handle... 


essay contest for juniors and seniors 


in the State § high schools 
The association is divided into four 
commiuttec 


conferences, and a_ local 


judges the best essay in each area 


These four essays are then rated by a 
state committee. Each year 100 or 150 


compositions are entered, and each 


aske d tO 


nursing school in the state. 


girl 1S state her choice of 


Following 


the state convention, every school its 


names and addresses of the 


girls who expre ssed 


given the 
interest in its train 
ing program. The schools then follow 
letters The 


p with percentage of 


easy to store... 


easy to open... 


easy to pour! 


in the new 


Now the world’s leading brand of CO, absorbent comes in this superbly 
convenient, plastic and foil-lined Canister Pak . . . fully air-tight, 


easy pouring, readily disposable. 


Simply rip, tip, pour into the canister ...and discard the empty 
Pak. Each package measures out the exact amount to fill the popular 


1350-gram canister. 


Remember, by actual test, SODASORB gives more hours of use— 
with far less dusting than competitive absorbents. So when you order 
CO, absorbent specify the brand overwhelmingly preferred by the 
medical profession for over 35 years . . . now in the handiest container 


you ever used. 


Specify SODASORB! (Genuine Wilson Soda Lime) 


DEWEY AND ALMY CHEMICAL COMPANY 


DIVISION OF W. R. GRACE & Co. 


(D A) Cambridge 40, Mass. Montreal 32, Canada 


C2 


students obtained in this way is not 
known, but school directors believe the 
contest is most worth whilc 
Scholarships are arranged with the 
school the winner prefers, and addi 
tional scholarships have been obtained 
in some instances for nonwinners who 
are interested in nursing but who can 
Nazareth Col 
a four-year scholarship to 


nursing and 


not finance the course 
lege gives 


its collegiate school of 


now has three students enrolled through 


the contest, incl iding this years win 


year's winner has been 


graduated from Norton Memorial In 


in Louisville, and 


head nurs« 


four 


savings bond pl au 


ner. The first 
is now an 


conferences gives 
Ip to the 


convention to its winner. Top prize 


trom the association 1s $100 bond 
with a SSO bond as second prize 


issociation has 


The hospital 
two methods to promote int 
communities. Originally entry blanks 
were sent to all yital administra 
tors in the state 1 each communi 
schools in’ his 


This year, entry blanks and 


ited with tn 
post 
wert sent 


Is Hi Wcvecl first me 
ves the administrator a chance 
talk directly witl principal 

counselor, awakening more direct in 


terest in the cont ind promoting 


vood relationships tween the hos 


Next year, we 


shall try the first 


pital and the scho 
probably method 
or a combination of the two 

This year's winner, in discussing 


Why I Choose i N 


said, in part 


rsing Career 


Always I have 


cheer the miserable, ¢ 


ing. Then I began to read about 


who did These stories were full of 


sacrifice on a high and noble plane 


I know I will perform my services in 
i different setting. Usually I wall find 


clean surroundings in place of filth and 


vermin, knowledge replacing igno 
rance, many supplies, and much assist 


Would my 


warding in its spiritual satisfaction? 


ance Scrvic¢ be less rc 


I had to learn about nursing as it is 
today. To do this I listened to the 


interchange of day-to-day experience 


between my mother, a nurse, and thos¢ 


who work with her 


How 


count of the 


I laughed to hear their ac 


indulgent mother who 


tried to sneak her little boy's dog into 
the hospital ‘just to keep Tommy com 
pany. Tears stung my eyes as I learned 
of the grief-stricken young husband 
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In many thousands of cases... 
In more than 3000 hospitals... 


re Nn 0 S e m effective in the control of bleeding 


SALICYLATE 


(brand of carbazochrome salicylate) 


Adrenosem Salicylate is unlike any 
hemostat heretofore available. It has 
been found useful in almost every branch 
of medicine and surgery. Case histories 
have been published on its successful use 
in such procedures and conditions as: 
Tonsillectomy, adenoidectomy and 
nasopharynx surgery 

Prostatic, bladder and transurethral 


surgery 


BRISTOL, TENNESSEE 
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NEW YORK . 


Excessive postpartum bleeding and uter- 
ine bleeding 
Thoracic surgery 
Gastrointestinal bleeding 
Also: Idiopathic purpura 
Retinal hemorrhage 
Familial telangiectasia 
Epistaxis 
Hemoptysis 


Hematuria 


THE S. E. MASSENGILL 


KANSAS CITY 


Pulmonary bleeding 
Metrorrhagia and menorrhagia 


Supplied in ampuls, tablets, and as a syrup. 


Write for comprehensive illustrated brochure describing 
the action and uses of Adrenosem Salicylate. 


COMPANY 


SAN FRANCISCO 
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a few drops 
in the bucket... 
and you get 


fast cleaning 
at low cost 
With new Oakite 


LIQUI-DET 


Representative 


new Oakite 


Export Division 
Cable Address: Ookite 


Technical Service Representatives in 
Principal Cities of U. $. and Canada 


married just a year, whose wife died 
in childbirth; of the cancer patient 
who would never get well. I learned 
that joy, too, can be found in a hos 
pital ward. It shines from the eyes of 
a little boy, born without legs, who 
has just received his first set of arti 
ficial ones; in the tender gaze of a 
mother upon her new-born babe 
Throughout all, the nurse stands 
ready to give help where help is needed, 


comforting each sorrow, sharing each 


joy, lending, if only by her presence, a 
dignity to each 

It is with a combination of humil 
ity and confidence that | am approach 
ing a nursing career, humility because 
I am only human and know I shall 
make mistakes, confidence because | 
have put my faith in a power greater 
than that of any human being 
ELIZABETH D. SIMMERMAN, execu 
tive secretary, Kentucky Hospital Asso 


cation 


Auxiliary Learns How a Hospital Works 
From Dramatized Case History of Patient 


A dramatized case history of a 
typical patient has given members of 
the women's auxiliary of Evanston 
Hospital, Evanston, Ill., a new under 
standing of hospital procedures 

At the auxiliary’s annual meeting, 
an “all-star” cast of Evanston Hospital 
personnel discussed a case history that 
might be familiar to any family. The 
former administrator of the hospital, 
Arkell B. Cook, played the role of a 
patient stricken with a heart attack, 
who was brought to the hospital in an 
ambulance. In panel form, the dramati- 
zation of the patient's hospital stay 
and his eventual release for home re- 
cuperation presented the work of each 
department that helped the patient 

Emergency treatment was outlined 
by the chief of the department of med- 
icine, Dr. Leonard F. Jourdonais, who 
portrayed the patient's physician. The 
tactful help of the staff nurse, Marilyn 
Kruse, in restoring the security of the 
suddenly immobilized patient was de 
scribed. Goldie Pugh, the social service 
director, explained her role in helping 
the patient's wife meet the problems 
she must face. Alice Duane, visiting 


nurse, discussed how she worked with 


the patient and his family as they ad 


justed to his physical and psychological 
needs during home recuperation 
Mrs. A. K 


member who planned the program 


Randolph, auxiliary 


portrayed the patient’s wife and also 
acted as moderator for the panel 

The panel demonstrated how 
throughout the whole period of hos 
pitalization and recuperation, the pa 
tient was treated as an individual by 
a professional group informed in all 
aspects of his physical and psycho 
logical condition 

In a question and answer period 
following the panel discussion, auxil 
iary members learned that patients 
will receive immediate care in the 
hospital S emergency department in the 
case of sudden illness or accident, even 
though their personal physician may 
not be affiliated at Evanston Hospital; 
that the patient is treated regardless 
of whether he has insurance or is in 
a position to pay, and that the question 
of payment is routine only after the 
patient's condition is determined and 
the necessary care prov ided LAURA 
HOFFMAN, women's auxiliary, Evans 
ton Hospital Association, Evanston, Ill 


On stage in Evanston Hospital, Evanston, Ill., are panelists who dramatized a 
typical case history to show women’s auxiliary members how the whole hospital 
is involved in the care of a patient. Left to right are: Mrs. A. K. Randolph, former 
chairman of the auxiliary’s nursing committee; Arkell B. Cook, former adminis- 
trator of the hospital; Dr. L. F. Jourdonais, chief, department of medicine; Goldie 


Pugh, social service director; Marilyn Kruse and Alice Duane, nursing. 
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ever built! 
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New Variable Capacity FOODVEYOR 
serves either 18,20, 22 or 24 


Now one food conveyor, the new Blickman Food- 
veyor, has the versatility of four, thanks to Blick- 
man’s exclusive new concept of “variable capacity”. 
Now the cold compartment can be adapted to serve 
any number of patients from 18 to 24. Capacity 
increases or decreases simply by changing sets of 
non-tilt tray racks. Your conveyor load is governed 
only by your own weekly or daily feeding require- 
ments. And that’s not all. Here are just a few of 
the other advantages you get with the exclusive 
Foodveyor: 
e Mechanical forced air refrigeration system cools 
instantly to 40°. ¥%4 hp compressor cools faster than 


Look for this symbol of quality Blickman-Built 


Vol. 
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your refrigerator. Does away with need for cold 
plates, deep freezers or pre-freezing. 

e Spacious heated compartment. Fully insulated 
heated compartment contains 8 easy-glide drawers 
with room on each for 3 nine-inch dinner plates and 
3 bouillon cups. Thermostatic control keeps cooked 
foods oven-fresh and piping hot. 

e Stainless steel construction for lifetime service. 
Foodveyor is constructed of stainless steel inside 
and out. Tray slides and heated drawers are fabri- 
cated of heavy gauge lightweight aluminum. 

Only Blickman makes the revolutionary new Food- 

veyor. For full information see your Blickman dealer 

or write S. Blickman, Inc., 1506 Gregory Avenue, 

Weehawken, New Jersey. 


BLICKMAN 


FOOD SERVICE EQUIPMENT 








Public Reiations 





Face Bad News for Good 
Health in Public Relations 


By GORDON DAVIS 


HI history this month concerns 


familiar, forlorn and 


reluctant subject: the 
man who suspects he has something wrong with 


innards and ts scared to death of finding out 


and doctors’ offices he is that 


1 he chronic or terminal case whose 
At the folly has at last caught up with him. Under 
less severe circumstances he is the MmMIs¢ rable soul 


who, it nfidential moments, adm alarming symptoms but 


+ ‘ } 
Tri -” state fastly declit a doctor's help 


Be sympathet These unfortunates 


Gordon Davis 


Human nature a, ur own—shrinks instin 


* a 
N al news except. of course, when it involves someone el 
Hospit: cout | 


And there the substance of a lesson 


Like the maintenance of good health, th 


A ssemblyv relations involves realistic appraisal of the possibility of ba 
+ We It makes use of systematic critical reexamination as detern 
- ' gage oe ; ap ; : 
the most searching physical, for the public relations heal 
organization or institution is far too important to be lett 


Encouraging reports at Almost anyone who ponders the matter will agree witl 


. ‘Le . ments hey are largely obvious. Yet it is equally obviou 
ee Bd iy 2) ao > > 

this Chicago meeting were ; ;' 

Organizations are either uninterested in establishing th 

received from the many of their public relationships or are genuinely fearful « 


J lisethad the suspicion. appre 
nurses who stopped at the l give by way of illustration, the suspicion, appr 


neglect commonly accorded one of the most useful 
Diack booth. instruments devised by modern social science 


or Opinion survey 
They realize that Diacks ome critics hold that opinion studies aren't ac 


wd “ ° Innecessary some arc afraid they will encourayre riti 
record of 47 years gives : 


ne render them impotent by slanting or emasculation. Som« 


whole idea with indifference or even contempt 


my 
. no © is wen. disectio — 
every dav use of this qquual- ne mislead you in any of these directions. Our bigg 
commercial enterprises depend for competitive survival on the results 


; of market and audience research. Multimillion dollar advertising 
ity product. f | lien h. Multimill | lvertisin; 


perfect confidence in 


campaigns trace their origins directly to such studies. The costliest 

radio and television programs rise and fall by their findings. New 

products. from automobiles to pancake mixes, are not even committed 

‘¢ | — to engineering departments or laboratories until there has been objec 

Vmith NN | nder wood tive analysis of public wants and tastes, public antipathies and dis 
Chemists satisfactions 


- ; To decline to study your public relations audiences by convenient 
ROYAL OAK, MICH. 


Sole manufacturers of Diack Controls x-ray and laboratory in medical diagnosis. In both cases you can get 


and Inform Controls 


and established social research methods is like rejecting the use of 


by through the generous use of intuition, experience and common 
sense—at least for as long as the patient’s symptoms are reasonably 


SINCE 1909 





visible 





But beware the insidious or incipient malady! Beware the human 
1{ME-TRIED instinct to reject the possibility of personal bad news! In today’s 
complex society, audience temper often is buried well beyond the 


capacity of our unaided senses to probe 
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No. 32 HP 


. 


Half the shelf space. 


Think what these savings in space and 
money can mean to your hospital! 


Also, you eliminate the time and trouble 
of getting rid of small cartons and tissue 
wrapping. Even the weight is cut 25‘<. 

Here’s the way the new No. 32 HP Econ- 
omy Hospital Pack is put up: One dozen 
pairs are placed in a transparent bag. 
Each bag has distinctive colored clo- 
sure indicating size. Twenty-four such 
bags of one size gloves go into a compact 
case, only 7% inches high, that fits easily 
on your shelves. 

A minimum of five cases, each holding two 


gross —a total of 10 gross — make up a 


NEW ECONOMY HOSPITAL PACK 
MATEX DERMATIZED GLOVES 


Wet eae 
4 BOY. 2 PS 


6A RE ALA EASE OE 


TET 
esi tee 


Pe 
tee 
) 


.. only #54 per gross 


minimum order for drop shipment to a 
hospital. Smaller quantities of No. 32 are 
still available in boxes of one dozen from 
dealers’ stock. 


And remember, you get the famous Der- 
matized finish which gives more security 
in handling instruments and minimizes 
trauma — plus the permanent and inde- 
structible Kwiksort size markings. 


IT’S ANOTHER MASSILLON FIRST! 


sone ee oe ee Be 0 - 8 - Oe | Omen aamen- man 
Massillon, Ohio 
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Easy-cleaning sterilizer 


In this picture, 


the solid Monel end 


ring gleams brightly. Chamber is Nickel-Clad Steel. Made of 
solid corrosion-resisting metals from front to back, unit is simpl: 


to keep clean and ready to use. 


Monel end ring guards 
American’s new bulk sterilizer... 


Teams up with Nickel-Clad chamber for complete protection against corrosion 


If there’s one plac e on a sterilizer that 
really takes a beating, it’s the end ring. 

Loading racks and trays jar it. The 
door closes on it. Loe king arms press 
against it. It endures heat. pressure, 
corrosive attack. 

But this is American Sterilizer Com- 
pany’s new M. E. sterilizer. That means 
the end ring is Monel* nickel-copper 
alloy. So it is hard and tough. It stays 
bright and attractive. Looks as efficient 


as it Is. 


Sterilizer sealed against 
corrosion 


(American welds the long-wearing 
Monel end ring to a sterilizing cham- 
ber of Lukens Nickel-Clad Steel. Both 
metals are outstanding for resistance 
to corrosion by steam, saline and other 


hospital solutions. 


Less work for the staff 
These sterilizers are easy to clean. Soap 


and water or common abrasive clean- 





ing powders keep these sturdy metals 
bright. 

Want more information? Write 
American Sterilizer Company, Dept. 
7-12N, Erie, Pa. They'll gladly send 
you the catalogue of their new M. E. 


Series sterilizers. 


*Registered trademark 


The International Nickel Company, Inc. 
67 Wall Street New York 5, N, Y. 


4s. 
ANCO, Nickel Alloys 


Nickel=Clad and Monel sterilizers e @ @ long life, easy to care for 


14 
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matchless fit... 


a’ 


TAO MUL alanteeeialsvemee)savielar 


3 


Curved fingers permit natural, tension-free manipulation. 
Extra fullness at base of thumb allows full hand closure without binding. 


Color bands on cuffs allow quick and easy size identification and sorting. 


WwiLtsOon' 


— Om 4 ce fo Be — sae CP ST ©» tae 5F—) 


=e) 
THE WiIiLSon RUBBER COMPANY 
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Hide-a-way air 
conditioner is 
mounted above 
hallway 





256 Luxury Apartments near 
Dallas Equipped with 


Air Conditioning 


The Woodlane Apartments comprise 18 






buildings, covering four city blocks. Built and 






operated by Corrigan Properties, Inc., they 





offer year-round air conditioning, among 






other attractions; people wait for a chance 





to rent them. 






Building housing refrigerating system has cooling Beatty Engineering Co., Frick Air Condi- 
tower, with fans, on roof 





tioning Contractors in Dallas, designed and 






installed the year-round system. Four Frick 
"ECLIPSE" compressors furnish 400 tons of 
refrigeration. Both the owners and occupants 








are much pleased with results. 






You, too, will be pleased with Frick equip- 
ment-—-whether for air conditioning, ice mak- 






ing, quick freezing or other refrigerating 
work. Get bulletins and estimates now: write 








DEPENDABLE Lid ti Pia] SINCE 1662 





Frick “ECLIPSE” compressors cooling 256 Woodlane WAYNESBORO. PEN NA.. U.S. A. 
Apartments Also Builders of Power Farming and Sawmill Machinery 
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ittshurgh COLOR DYNAMICS 


gives patients, staff and visitors 


edical men and hospital authorities 
recognize that Pittsburgh COLOR 


DYNAMICS is much more than a 
system of painting. This purposeful 
use of color gives patients and visi 


tors an important mental lift. 


e COLOR DYNAMICS is being used 
in hundreds of hospitals to transform 
institutions into 
establish 


drab and dreary 
attractive and cheerful 


ments in which medical and nursing 


a mental lift 











staffs work efficiently and 


patients convalesce more speedily. 


more 


@ By the use of COLOR DYNAMICS, 
patients’ rooms are color-planned to 
provide a more pleasant environ- 
ment that enhances morale. Cheerful 
hues for nurses’ stations relieve the 
strain of long vigils. Purposeful use 
of color in operating rooms assists 
surgeons in the performance of their 
delicate tasks. 


How to get a planned color Study — FREE 


srrectly next time you paint, we'll be glad to sen 


1 COLOR DYNAMICS is and how to use it in y 


d you a completely new 
' 


sur hospital. Better still, we'll make 


ed color study for your hospital with complete specifications, without cost or obligation 


wrest Pittsburgh Plate Glass Company branch and arrange to have one of our repre- 
p } 


ative ee you at your convenience. Or send this coupon. 


Pi tssuRGH Pa NTS 


BP. PAINTS *« GLASS * CHEMICALS « BRUSHES + PLASTICS + FIBER GLASS 


IN CANADA: CANADIAN PITTSBURGH INDUSTRIES LIMITED 


ee 


ba 


; A 
| a) 


i 
' 


@ Comfort and morale of the resident 


staffs are enhanced by appropriate 
colors in their living quarters. Pleas- 
ing colors in reception and waiting 
rooms give visitors confidence and 


encouragement. 


@ Why not use COLOR DYNAMICS 


to make your hospital more efficient 


and attractive? It costs no more than 
conventional maintenance painting. 


rm 


Send for This FREE Book 


Pittsburgh Plate Glass Co., 
Paint Div., Dept MH-67 
Pittsburgh 22, Pa. 
Please send me 
a FREE copy of 
“Color Dynamics.” 
Please have your rep 
resentative calli for a Color 
Dynamics Survey of our 
properties without obligation on our part. 


Nome 
Street 


City 


























Does OXYGEN THERAPY support itself in your hospital? 


L your present oxygen therapy is a liability, LINDE can help vou make it self- 


supporting —even an asset. With more than 25 vears of experience in the hospital 
field, LINDE has shown hundreds of hospitals how to bring paying efliciency to 


oxygen administration, 


1. A LINDE specialist studies the conditions under which oxygen is ad- 
ministered in a hospital. 

2. He makes recommendations for correcting any faulty practices that 
are found and assists in carrying out these recommendations. 

3. He works with the business office to establish a system of charges for 
oxygen therapy that are fair to both the patient and the hospital. 


lo start the ball rolling in your hospital, just call your LINDE distributor, or write 


your nearest LINDE office. 


= COMPANY 


Division of Union Carbide Corporation 
30 East 42nd Street. New York 17, New York 
Offices in Other Principal Cities 





In Canada: Linde Company. Division of Union Carbide Canada Limited. 


Phe tern Linde” and “Union Carbide” are registered je-marks o 








* ECONOMICAL 


° SAFE 


* READY TO USE 


* CONVENIENT 


MODESS PERI-PACK 


Complete perineal packet containing Modess Super Pad with four PREPTIC* Absorbent Balls 


7 


( O h WsyOoul aff ofn yOu 
( 


© J&J 1957 





(ole) eo} ania mere] sale) (-1K— line 
o} at ol gta -1 eel g-S-s-1] gto [— 
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J-D. PAK 


PROFUSE DRAINAGE DRESSING 


ALL-ABSORBENT 
COMBINE PAD 


PRE wRaP 


TOPPER SPONGES 


dohmron=dohmen 








Savings in space, easy reference, lower 
costs and simplified handling of patient 
histories have been accomplishments 

of Film-a-record microfilming for many 
years. Now a new microfilming technique 
has been developed for Children's 
Hospital of Pittsburgh that immeasurably 
aids in medical research. 


FILM-A- 


: es at the h | d . i 
y A! N 
rofilmed and mounted plays an imrporiant pa 
\ \ \ 


it jisease categorie i 


in 4 x 6 FilmSort* 

Jackets. Easily identified, these index 
size microfilmed card records 

become a permanent source of 
information for present day and 

future medical researchers. 

You too can effect savings in space and 
personnel and at the 

same time preserve your valuable 
research records. 

First read the FREE illustrated 
Children’s Hospital story folder. 

Then, consult your local iia aaa a at 
Remington Rand microfilm specialist | want the FREE folder describing Film-a- 
for suggestions , record at Children’s Hospital of Pittsburgh. 
tailored to your specific needs. 











SE. + ? V7. ‘A Film-a-record aims 2 
Model 8 T 0 


DIVISION OF SPERRY RAND CORPORATION ocaocenscnennannnssesond 





Room 1645, 315 Fourth Avenue, New York f Dexter Folder Co. 
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Johns-Manville Perma- 
coustic Ceiling in the Penn 
Center Office of The Phil- 
adelphia National Bank, 
Philadelphia, Pa. Archi- 
tect: James S. Hatfield and 
Lloyd Malkus Assoc 


Quiet the noise 
with a Johns-Manville Permacoustic Ceiling 


There’s more value for the money in 
Johns-Manville Permacoustic units. You 
eliminate disturbing noise and beautify 
the ceiling at the same time. 

Johns- Manville acoustical ceilings soak 
up noises like a sponge soaks up water. 
They deaden noise at its source, absorb 
it before it spreads. Over-all efficiency 
increases because of a general reduction 
in errors that result from noise distrac- 
tion and nervous strain. 


The textured finish of a Permacoustic 


See ‘MEET THE PRESS” on NBC-TV 
Sponsored alternate Sundays by 


Johns-Manville 





























ceiling is a decorative accent in archi- 
tectural design. In conference rooms, 
executive offices, restaurants, banks, 
schools, etc., it complements the various 
components of interior decoration. Per- 
macoustic is made of mineral wool, 
noncombustible fibres. You reduce fire 
hazard too. 


Take advantage of the services of 


J-M’s staff of acoustical engineers, lo- 
cated in the principal cities. They will 
gladly make analyses and give specific 


JOHNS MAN\ 


add architectural beauty 


recommendations on your acoustical 
problems. 


Before you decide about 
acoustical ceilings, get 
the facts about Johns- 
Manville. For a free 
copy of booklet 

“Sound Control,” 

write Johns-Manville, 
Box 158, New York 
N.Y. In Canada, write 
565 Lakeshore Road East, 
Port Credit, Ontario. 


i Johns-Manville 
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FLOOR MAINTAINER 


Vol 


Everyone is all fired-up over the Clarke-A-matic, the revolutionary 
new combination speed scrubber and vacuum. And no wonder. 
This two-speed, self-propelled floor maintainer automatically meters 
solution to its twin brushes, scrubs, rinses, picks up dirt and solu- 
tion, and dries all in one easy operation. It gives clean, safe, 


sanitary floors ten to twenty times faster than ordinary mopping. 


The Clarke-A-matic is packed with revolutionary features. The 
entire operating mechanism is housed within the machine. Con- 
cealed cable reel keeps operating vision clear. The 18 gallon recov- 
ery capacity of vacuum tank and 20 gallon capacity of clean water 
tank mean fewer stops lor emptying, increased coverage per hour, 
lower cleaning costs. “Two Clarke-A-matic sizes, 26” and 30” brush 
spre id. Electrically operated, also supplied propane or gasoline 
powered. The 26” model scrubs up to 24,420 sq. ft. per hour; 30” 
model, up to 28,200 sq. ft. per hour. For large floor area mainte- 


nance, the Clarke-A-matic is unmatched. 


: 


| SANDING MACHINE CO. 


2 


See tee 


Authorized Sales Representatives and Service Branches in Principal Cities 
Distributed in Canada: G. H. Wood & Co., Ltd., P. 0. Box 34, Toronto 14, Ontario 
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For Every Floor Need 


CLARKE VACUUM 
~« CLEANER—Power- 
ful suction picks 
up liquids, suds, 
dust, dirt. Six 
different models. 


CLARKE FLOOR MAIN- 
TAINER availoble in 7 
different sizes. There are 
attachments for all eight 
jobs—-scrub, polish, steel 
wool, buff, grind, disc 
sond, shampoo, wax. 


] Please send me complete details of the new 
Clarke-A-matic 


] Clarke Floor Maintainer & Wet-Dry Vacuum 
Cleaner 


Name 
Address 
City ___State 


CLARKE SANDING MACHINE CO. 


526 Clay Avenve ° Muskegon, Michigan 


19 





POLAR WARE 


full quart 


stainless steel 


Insulated Pitcher 


bedt for many uses 
best tor service 
bedd in construction 


ce 


Model No. S-141 


tI 
. “A fh 
Fes Se ate 


Think what you can do with a pitcher like 
this that “holds” temperatures. It keeps hot 
drinks piping hot, cold drinks refreshingly 
cool — always. For lengthy staff meet- 
ings, for service to nurses on night desk 
duty, for transporting soup or chilled juices 
to distant floors, there’s nothing that can 
serve you better — or make you look better 
aS a manager. 

You'll be glad to know, too, that this ver- 
satile pitcher not only looks good but is 
good, all the way through. Inside and out 


Polar Ware Co. 


Merchandise Mart — Chicago 54 
Room 1455 


*123 S. Santa Fe Ave. 
Los Angeles 12, California 


it’s all stainless steel. The inner container 
is welded to the outer shell to give you solid, 
one-piece construction. There is nothing in- 
side to break loose and rattle. The hinged 
plug type cover, stainless too, is insulated to 
“lock in” heat or cold — an exclusive Polar 
first. And the famous Polar No-Drip Lip 
always prevents messy pouring. 


Ask the men who call on you for full infor- 














mation. You'll find that the best supply “-* 
i 


houses carry Polar Ware. 


*4300 LAKE SHORE ROAD 


*415 Lexington Ave. 
New York 17, N. Y. 


SHEBOYGAN, WISCONSIN 


Offices in Other Principal Cities 
*Designates office and warehouse 
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... created for deep frying 


This recipe for Fried Pies was developed in the Kraft Kitchens for use by the Food Service Industry. 


My erico pi 


Ingredients for 24 servings 


4'6 cups flour, sifted 2< cup Kraft Brown Label 
cup sugar Shortening 

1'4 tablespoons baking powder — 1 cup milk 

2 teaspoons salt 2 eggs, slightly beaten 


* 


Kraft Red Label Shortening — gether with fork. Deep-fry in 
Confectioners’ sugar Kraft Red Label Shortening 
- ; at 375° for 1'4 minutes. Drain; 
sift dry ingredients together; sprinkle with confectioners’ 
cut in shortening. Add milk 
and eggs to form soft dough. 
Roll dough thin; cut with 4- Apple Filling—1 pint for 24 
inch round cutter. Place a_ servings: Combine 1!% pints 
rounded tablespoon of filling canned apples, drained, 2 cup 
on half of each round. Wet the sugar, '4 teaspoon cinnamon. 
edge: fold other half of dough Simmer '% hour, stirring occa- 
over filling and press edges to- sionally; cool. 


sugar; serve hot. 


Kraft Red Label Shortening deep-fries better at lower cost because it was 
formulated especially for use in your fry kettles. 

This hydrogenated shortening is made from choice vegetable oils. It 
offers long frying life and high stability. There is less fat loss because 
absorption is low. Foods fried in Kraft Red Label have an appetizing 
color and are deliciously crisp. 

a Give Kraft Red Label a trial in your fry kettles—see the difference 
— y ‘ the right shortening can make! 
all 


wt 





There’s a right Kraft Shortening for every need. BLUE LABEL—your hydrogenated all-purpose 
shortening. BROWN LABEL — your high emulsifying shortening for fine baking. GREEN LABEL 

your economical standard shortening. RED LABEL—your specially formulated shortening 
for deep frying. All available in 50-lb. and 110-lb. drums, and in 50-lb. cartons KRAFT is 


Foods Company 











INSTITUTIONAL 
Divisiow 


THE NATION’S TASTE (8S VOUR BEST BUYING GUIDE 
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How 


high velocity 


solves problem of 
flexibility 
in the 


Medical Towers 


Architects: Golemon and 

Rolfe, AIA, Houston 

Consulting Architects: Skidmore, 
Owings and Merrill, New York 
Consulting Engineers: 

Bernard Johnson and Associates 
General Contractor: 

Tellepsen Construction Co. 

Air Conditioning Contractors: 
Straus-Frank Company 








When the new Medical Towers Building in Houston, 
Texas was planned, the key air conditioning 
problem was flexibility. Professional office areas 
had to be subdivided after the building was 
completed. Here’s how an Anemostat dual duct high 


velocity air distribution system solved the problem. 


As shown in the diagrammatic sketch, a system of 
perimeter take-offs from the hot and cold 

ducts enables each doctor to provide the exact 
temperature he wants. Temperatures in the 
various rooms of each suite of offices can be 
varied. Air distribution is draftless, comfortable, 
perfectly suited to tenants’ needs. 

The Anemostat All-Air High Velocity distribution 
system offers further important advantages. It 
can be used with smaller than conventional 
ducts. It can be installed in less time and at 

less cost. It requires no coils, thus eliminates 
leakage, clogging and odors. 
ARCHITECTS — Attention Please: 

Anemostat round, square and straightline 
diffusers with high velocity units are adaptable 


to a wide variety of architectural designs. 


Anemostat HPE units and duct connections installed 
in office before construction of ceiling and walls 














oe 4 Note how locating of hot and cold ducts saves space in new 
j Medical Towers Building, Houston, Texas 







































































View of professional reception room 





4 Layout of typical suite 

















we € 
Write on your business 
letterhead for your copy of 





New Anemostat 
Selection Manual 60 


























to Anemostat Corporation of America, 
10 East 39 Street, New York 16, N.Y. 

















ANEMOSTAT: The pioneer of All-Air High Velocity Systems 





MAXIMUM PATIENT COMFORT... 
MAXIMUM ATTENDANT CONVENIENCE with the 


Specially Engineered fete} Mtoe). 


akot-} ae Val-t-3101-t-1F- Me iia-iiedal=ls yn 


SHELF TRUCK 
a 


7) No. 10-6332 

















\> or ye ‘ j FOR LINENS 
ba Sela : So —— SPACE-SAVER 
LINEN HAMPER 


| \EEPSa7” : : af ae No. 6612-6 
joy >—— | 


Now one nurse can easily a" : FOR GAS TANKS 
care for up to 12 patients in ’ : TANK TRUCK 
the post-operative room ‘ A No. 6585 





Every feature of the widely used and extra olare 
COLSON PA Stretcher is designed for patient com- 
fort, safety and to save nurses’ time. The two guard : sala 

FOR PATIENTS SERVICE 
rails may be easily raised or lowered. The litter is ones 
‘aliale [=x Mrs) @elal- me -Jale Me-lale Me) ¢-Mm oler-1) (lela -Movelal (ge) i(-7e Mo) are | INSTRUMENT TABLE 
single crank-operated elevating mechanism. Two spe- OVER ree BED TABLE 
cial brake casters facilitate traveling down halls or cs 
render the stretcher immobile. Durably constructed Sx oar we 
for years of dependable service, the COLSON PA = 
Stretcher is beautifully finished in stainless steel or 
gray enamel. 


é bd / 4 \ ae , = 
|| é ve Xi ‘Se No. 1-5267-73. No. 4-807-65 No.3-1013-74 


PAN) —) ee7,\\ 
é é VF ae => | 2 QI COLSON CASTERS SAVE YOUR FLOORS 


— 


STRETCHER FOLDING INHALATOR RECLINING 
No. 6865 CHAIR No 4953 BACK CHAIR 
No. 4255 No. 4424 X2 


smoother—quieter—faster rolling 
first choice for lasting efficiency 


Whether administering treatments, serving in surgery, wheeling 
patients or rolling materials and supplies, the complete COLSON 
line offers the finest in quality materials and workmanship. 


The Colson Corporation - General Offices, Elyria, Ohio 4. 
/ 


Factories in Elyria, Boston, Toronto 


Write Today for FREE, Complete Catalogs! 
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; Yloor 
Beautiful | bears up... 


| ) 
when hospital traffic bears down 





Bolta-Floor homogeneous vinyl! floor tile is being specified 
Xy more and more hospitals. In busy reception areas, 
corridors and patients’ rooms, Bolta-Floor offers appealing 
beauty, longer wear plus easier low cost maintenance. 


Resilient Bolta-Floor bounces back from abuse. . . cushions 
the noise of footsteps and wheeled equipment. Its lustrous 


non-porous surface resists scuffs, dirt, and stains... is 
easily freshened. In roll widths Bolta-Floor is ideal for 
wainscoting as well. For the name of your nearest 
Bolta-Floor distributor, write: 





THE GENERAL TIRE & RUBBER COMPANY 
Flooring Division ° Akron, Ohio PLASTICS 
Tire 


The Genera't 
& Rubber Company 
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WASHES HANDS AND FACE 
WITHOUT WATER. SOAP. TOWEL WW 





SAVE THOUSANDS OF DOLLARS IN EXPENSIVE BEDSIDE CARE 


¢ x 4 
mee l= * ha 
s ra-| The Berkshire Eagle — April 9 
aid | PITTSFIELD, MASS. 
ri, 


Sealed, saturated Wash ‘n Dri tissues save ver | ° 
nursing time—cleanse, cool, soothe patients. pa Wash Tissues 
the Given Trial 


1. Hermetically sealed, saturated, antiseptic tis- to 


; . ‘ lu- + 
sues for bedside use and patients’ meal trays. And At St. Luke Ss 

2. Save attendants’ and nurses’ time for washing * in Wash basins, water pitchers, 

. . . fer | soap, washcloths and hand towels 
up, cooling, soothing patients. f/ng have been replaced at St. Luke’s 
: “er ing Hospital by matchbook-sized alco- 

3. Easy to open, no towel needed, air-dries in 1ey hol-dampened tissues. wri 
the Sister Superior Marie Repara-| ad 
trice, hospital administrator, said 

4. Useful for bathing children during fever, cool- o ie etek cy o teecaeees = 
ing and comforting patients after surgery, child- ter | for hospital employes and as a con- | Si 

; j of | venience for the patients. th. 
birth, and dental extractions. © to Packed in aluminum foil, the! ad 
towelettes are easily unfolded to 
R. | 6 by 8 inch size. The alcohol solu-| V 
an. | tion cleans, cools, refreshes and T 
‘ly | dries by evaporation. he 
Patients get their daily bath in| en 
the usual way, but they much prefer | } 
Wash ’n Dri for the early morning | sof 
rels |washup, after meals, after reading ha” 
‘e’s newspapers and whenever they | Ho 
WRITE FOR SAMPLES AND MORE INFORMATION ABOUT ce i cmmt te feel clean and coel, the | bul 
| administrator said. 
WASH "Wi DRI ka-| “In addition to saving countless | tr, 
jaid | nursing hours, the patients are hap- | th 
ri, | pier with the new service,” Sister are 
rer | Superior said. St. Luke’s is one of | for 
m- | the first hospitals in the country to | ver 
3 adopt the system. 
the fash ’n Dri is made by R. R. | to 
2 to| Williams Inc. of Canaan, Conn. | 6s 
Yolu- | The towelettes are particularly | tio 
Address yd | handy in water shortages and other | drié 
}, | emergencies. 

in t 

, a ee om we, “wie ar ”” 0 sel CBR a Ta 





seconds, leaves skin smooth, soft clean. 


Used in hundreds of hospitals from coast to coast 





TO: WASH ‘N DRI, CANAAN, CONNECTICUT 
Please send me samples of WASH ‘N DRI 
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every meal you serve 





‘ | a : : s : 
Dishes dried ‘automatically’ with E.L. DryMasren eliminate all hand (Er 4 ; 
\ | 
\ 


toweling, bring per-patient meal costs down overnight 


Dishwashing costs compound manhours, breakage and towel 0 Have representative call 
expense may make the difference between break-even and 
loss on a per-patient-meal basis. That’s why an E.L. Dry mas EC Send complete information on DryMAsTER 


ER on your dishmachine is both wise management and sound 


hospital practice. Name 


DRYMASTER ends all toweling of tableware by injecting 

Rinse Dry” into the final rinse of your dishmachine. “Rinse Title 

Dry” makes rinse water slip off in sheets rather than stand in 

droplets. Results: bone-dry tableware right from the machine. Hospital 

No toweling. No water spotting. No wasted manpower. Less 

handling and breakage. And less chance of contamination from Street Address 


soiled towels. 


Installed free, DRYMASTER [its any size, make or model dish- 
machine, uses no electricity, needs no adjusting. And one 8 oz. 
bottle of “Rinse Dry” usually lasts all day. For the whole story, 
just mail the coupon. Or call your nearby Sou.ax Sales Repre- 
sentative (in the “yellow pages” under cleaning compounds) 


City 


State 


Vol. 88, No. 6, June 1957 





the higher blood levels of 


Compo 


in two easy- 





in filMtab) COMPOCILLIN-V comes in 

two convenient potencies—125 mg. (200,000 units) 
and 250 mg. (400,000 units). Patients find F'2lmtabs” 
tasteless, odorless and easy-to-swallow. 


®» COMPOCILLIN-V (Filmtab—Potassium Penicillin V) 
(Suspension—Hydrabamine Penici llin V) 
» Filmtab—Film-sealed tablets, Abbott; pat. applied for. 
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penicillin V 


cillin- 


to-take forms 


In SUSPENSION . . . Little patients get a 
delicious, banana flavor. Ready-mixed CompociLLin-v 
Suspension comes in 80-cee. bottles. Each 5-ce. 
teaspoonful represents 300,000 units of penicillin V. 





For 
Exacting 


Hands... 
faultless- 
EPIDERM 


SURGEON'S 
GLOVES 


Comfortable to wear even 





during the most intricate 
surgery. Longlasting, 
Faultless surgeon’s 
gloves are made of the 
finest latex known to the 
rubber industry. They 
endure repeated sterili- 
zation without loss 
of tensile strength. 
Constant laboratory testing indicates they 
actually exceed U. S. Government 


specifications (ZZ-6-421a). Color banded or 


color stamped for easy sorting by size. 


Sizes 614 to 10 in white or brown at 


your surgical dealer or write ... 


THE FA | BER CO., ASHLAND, OHIO 
EXCLUSIVE SABES REP P IVE: Homer Higgs Associates, Inc. 
a ~ 985 h Avenue, New York 16, New York 
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A BETTER TECHNIQUE 
FOR PATIENT UTENSILS... 4) 


THE A AUC EME 7 
UTENSIL WASHER-SANITIZER 


@ The American Utensil Washer-Sanitizer provides efficient equipment 
to carry out an improved technique in preventing the transfer of 
communicable diseases among patients and hospital personnel. 
Convenient and automatic, it washes and sanitizes three full sets of 
patients’ utensils in two loads ... at a speed well within the 

normal discharge-and-admission rate. Simple and economical 

to install and operate, the Washer-Sanitizer saves personnel time, 
reduces Utility Room clutter and assures uniform cleaning 

and sanitizing at less cost. 


For complete information on this new Utensil Technique, 


write for bulletin SC-321. 
The American Utensil Washer-Sanitizer 





is available with stainless steel 
Utility Room clean-up counter or 


ST T 3 R | | 7 7 R as the free-standing unit 
shown cbove. 


ERIE*PENNSYLVANIA 
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superb 
convenience | Fer 


ASPHYXIA 
NEONATORIUM 








For the Apneic Baby, this 
McKesson Resuscitator has a 
special unique feature which 
For demonstration, ; 
adds up to superb convenience— 


ask your salesman. 
Or write for McKesson 


Resuscitator Brochure. ’ 
The baby suffering from 

Asphyxia Neonatorium is laid 

directly over the equipment— 


on the Table Top—where 





treatment is easiest and quick! 


RESUSCITATORS 











McKESSON APPLIANCE CO. ¢ TOLEDO 10, OHIO 
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This is GLASSINE 





















Every day, more than 3,000 hospitals use 
American Hospital Supply 


GLASSINE 


r-la\{s\lelel=\-e-lalom i igctel= 
for STERILIZING 


Syringes, Needles, Pipettes, Catheters, and Instruments 





Glassine is one of several paper procucts that can 
Save time and money in your sterilizing routine. 
Ask your American representative for samples 

and: for our complete Paper Goods Catalog which 





includes recommended sterilizing techniques. . 











American Hospital Supply 
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hospital room by Simmons 


But definitely practical in its concern for both patient and 
hospital staff. Every piece is the result of alert research, 
careful design, and Simmons’ years of experience with, and 
appreciation of, modern hospital requirements. Created by 
the noted industrial designer, Mr. Raymond Spilman, Theme 
hospital furniture is constructed of sturdy, long-life metal 
that reduces maintenance to a minimum. Modular units 
permit efficient use of available space and an almost limit- 
less variety of attractive arrangements. 


trated, furniture color is soft greater patient comfort with the Single-Action comfort and beauty go hand-in-hand with dura- 
dresser is made up of mod- Vari-Hite Hospital Bed. Textolite table tops, bility. You'll find Theme costs are surprisingly 
ill case unit under a Naugahvde upholstery and famous Beautvrest moderate, too. It’s the common-sense solution 


30" high means mattress built especially for hospitals mean that to building, modernizing, decorating problems. 


DISPLAY ROOMS: 


Your Simmons agent or nearby Simmons office ts always ready 
vith advice based on nationwide hospital experience. Chicago, New York, San Francisco, 
: Atlanta, Dallas, Columbus, 


Los Angeles 





-— 

/ - 

water. tea. coffee \ {a 
’ ia. 


for supermarkets, 


food displays 


ss 
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Take vour pick ...with Carrier Certified Capac- 
ity instead of “‘up to” so many pounds per day. 


1. Carrier offers the most complete line of ice 
machines on the market, to make the right kind 
of ice for your exact needs. 15 models for cubes, 
crushed, flakes, chips 


2. Carrier gives you capacity certified in writing! 
Carrier ice machine production figures are deter- 
mined by /ocal air and water temperatures—not 
those found in some remote laboratory! 


Your Carrier dealer can point out other interest- 
ing things, too, like savings of 80% or more on 
ice bills. He’ll never ask you, “‘won’t this ice do 
just as well?” And he’ll never give you a produc- 
tion figure “up to.”” He lays it on the line. ..a 
Certified Capacity full line. Phone him today. 
He’s listed in the Classified Directory. 


| 


| 


cubes 


F 


Icemaker 


crushed chips 


x 
Si 


€ 


és A) 


fe WL D 
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Chipmaster Flakemaster 


air conditioning + refrigeration 





APPLETON ‘“‘NXFI”’ 
non-explosion-proof 
x-ray 


FILM ILLUMINATOR 


(for non-hazardous areas) 


& high quality, lightweight construction 
¢ portable or surface mounting 


/ economically priced 
¢/ full view of x-ray 


2. Surface Mounting In Operating Room 3. Portable Cart Mounting 


Vol. 


New from APPLETON ... this truly outstanding X-ray film 
illuminator with practical, plus features for amazing versa- 
tility throughout your hospital. Can be used for wet (stain- 
less steel drip tray available at additional cost) or dry film 
viewing under strong full panel illumination with no 
shadows. The ''NXFI" may be surface mounted above the 
5 ft. level in operating rooms, reading rooms, etc., in single, 
double, or unlimited banking in whatever grouping is 
particularly efficient for your use ... at surprisingly low 
initial cost.* The “NXFI” is truly portable, and may be 
cart mounted for ward or reading room use. In all cases, 
each unit operates separately. When needed, relamping is 
quickly and easily accomplished by removing two screws 
and plexiglass viewing panel. 

We think you'll agree this NEw ApPpLETON “NXFI” non- 
explosion-proof Film Illuminator with all its quality fea- 


tures is your very best illuminator value. 


mounting kit available which makes multiple unit mounting possible. 


X-ray 


APPLETON ELECTRIC COMPANY — eT 


Portable cae 
z ¢.4 Receptacle ; Current Tap ia; 
Sold Through Franchised Wholesalers Only ee?) with Plug with Feed-in a 
j Plug 


Two-gane 


for ~ 
i ; sno . o Lights. Available 2 Switch Unilet 
1743 Wellington Avenue + Chicago 13, Illinois “it hazardous or Se cle cone | Stesieaans 
non-hazardous ; and in combina model also 


locations SEP tion with switch, 
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No increase in floor space —280 man hours saved per 


Automation—Key to high production, labor-saving laundry department at The Springfield Hospital 
Springfield, Mass. American-equipped Automatic Washroom and Mechanized Flatwork Finishing 
Department have doubled the laundry’s capacity, cut supply costs 20% and reduced the labor force 
by 7 operators! 

See how automation will increase the efficiency and productivity of your laundry department. Your 
nearby American Man from the Factory has all the information. Call him today, or write for Catalog 
AI 321-002 


Sixteen tons of work are processed every week in The Springfield Hospital’s high-production Automati 
Washroom. Now, Cascade Unloading Washers with Full-Automatic Controls perform all phases of 
washing cycle «without operator attention! Pushbutton unloading automatically empties “ ished work 
directly into Notrux Extractor containers. Electric hoist and overhead trolley quickly convey containers 
to and from high-speed Notrux Extractors. Back-breaking manual chores have been completely 


eliminated in this up-to-the-minute laundry operation 








Cincinnati 12, Oh 
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Single-ironer flatwork finishing department at The Springfield Hospital is completely mechanized for 


top-speed production, fast return of linens to service. Work is conditioned, conveyed, ironed and folded 


automatically! American automatic equipment saves labor and handling, reduces operator fatigue 


atly improves employee morale 


Extracted work is conveyed automatically into and 
from Rotaire Conditioning Tumbler! Manual 
shakeout is eliminated, both large and small pieces 
flow to ironer continuously, perfectly heat-and- 
moisture-conditioned for fine quality finishing at 


high speeds 


Sheets and other large pieces from  Rotaire 
Tumbler are delivered to ironer feeders at rates of 
more than 700 per hour by high-speed Sager 
Spreader. All large linens are opened and smoothed 
for fast, easy feeding, travel in full view of oper- 
ator for thorough inspection. Conditioned small 


pieces are conveyed directly to ironer feeders 


Both large and small pieces are automatically 
folded directly from ironer by Trumatic Folder. 
Automatic measuring device guarantees a neat, 
even edge on every folded piece. Transfer back 
and forth from single lane (for large pieces) to two 


lane (for small pieces) is automatic. 





/ 
/ 
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“NCG provides the means for adminis- 


tering inhalation therapy with security, 
efficiency, and economy—from largest 
bulk supply units to the most delicate 


apparatus. ”’ 
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NCG service is complete. It begins with the plan- 
ning of your piping system. We outline the savings 
you can realize by using piped oxygen. We recom- 
mend types and sizes of equipment. We supply a 


piping layout superimposed on your own floor plans. 
Then we cooperate closely with your contractor 


until the system is installed. 

NCG service is continuous. It covers everything 
from the delivery of oxygen to the provision of the 
most effective apparatus for administering that 
oxygen to the patient. We feel it is our responsibil- 
ity to work endlessly toward the perfection of new 
methods of inhalation therapy, and our representa- 
tives and research teams are always available to 
help solve your problems. 

NCG service is dependable. In an NCG equipped 
hospital, you can be sure that the tiniest link in the 
chain from the delivery of oxygen to the hospital 
to the inhalation of oxygen by the patient has been 
developed with the greatest care. This applies 
equally to the small safety adapter that plugs into 
the outlet as well as the largest, most intricate 
control unit. : 

We are happy to have played an important role 
in making piped oxygen a “‘taken-for-granted”’ 
commodity in hospitals. More than 1200 NCG 
piped hospitals attest to the quality of NCG piped 
oxygen systems and terminal apparatus. We can 
be of service to you. Write for information. 
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NATIONAL CYLINDER GAS COMPANY 
840 North Michigan Avenue * Chicago 1], Illinois 


OFFICES IN 56 CITIES 


Copyright 1957, National Cylinder Gas Company 
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Oklahoma Medical Research Foundation, Oklahoma City. Architects 
ond engineers: Coston-Frankfurt-Short, Oklahoma City; Mechanical 
Contractor: J. J. Bollinger Construction Company, Oklahoma City. 



































Electro-Matic 
Electrostatic Precipitator 





HOSPITAL CLEAN: 


For a building that houses medical research labora- 
tories and a small hospital, ordinary “clean” air isn’t 
clean enough. The air must be super-clean ... hospital 
clean! And the air in Oklahoma City’s Oklahoma Med- 
ical Research Foundation is just that, thanks to clean- 
air engineering by AAF. 

[wo types of AAF air filters—Electro-Matic and 
PL-24—are filtering ventilation air throughout the 


building. The Electro-Matic is an electrostatic precip- 


AF | Ai Litter 


COMPANY, INC 


ison | 
415 Central Avenue, Louisville 8, Kentucky 
American Air Filter of Canada, Ltd., Montreal, P. Q 


( hermon 


Renewoble-media Filter 








itator that removes even smoke from the air, and auto- 
matically cleans itself at the same time! The PL-24 is a 
unit filter featuring low-cost renewable filtering media, 
It’s the world’s most efficient mechanical filter for ven- 
tilating and air-conditioning service. 

AAF makes a complete line of filters. This assures 
you of the efficiency you need plus the maintenance 
characteristics you want. For further information, call 


your nearby AAF representative or write direct. 


nois 
Heating Specialties 


AAF Dust Contro 
Equipment 


Hermon Nelson 
Console Heoters 








»-- aA Member 


<{i> MEDICAL GASES 
_™ 
\ 


closing the eyes of pain! 


The precious balance of human life during sur- 
gery is in the hands of the skilled members of the 
surgical team—many of whom depend upon Ohio 


Chemical high purity medical gases. As an ac- 
cepted member of the hospital team, inhalation 
anesthetic agents play an increasingly important 
part in the effort to “close the eyes of pain.” 
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of the hospital team! 


THE OHIO CHEMICAL 
LABEL on the cylinder of cyclo- 
propane is your assurance of 
purity and uniformity beyond 
the usual standards. Rigid spec- 
Genesis, with the first man. Human efforts moved Micicaeda hac raw dacketicla, tnd 
vidual tests for purity during all 


: . } caf 1 efficient theti stages of production and final 
acme ae SS SE. Gee — — analytical tests on the contents 


The history of anesthesia began, as implied in 
slowly from herbs and juices, through alcohol and 


agents of today. Ohio Chemical, largest producer of each cylinder insure cyclopro- 
of medical gases, is proud to be playing a pioneer- pane at least 99.5% pure — 
" greatly exceeding USP require- 


ing part in this never-ending story. jai. 


During the last half century, Ohio Chemical 

VINAMAR, « recently intro- 
’ : , . duced inhalation anesthetic agent, 
cially such inhalation anesthetic agents as ethy- : cosmniliontiin’ fer can, emacth 
induction; prolonged, even main- 


was privileged to first make available commer- 


lene, cyclopropane and its latest contribution — 
Vi " Ohio CI —— “fi ‘ f tenance of light planes of anes- 
inamar“. Ohio Chemical’s specifications for pur- cil iii addline: of 
ity and uniformity set standards that not only other anesthetic agents. It is 
TQ ° ‘ table to all techni d 
meet, but exceed USP requirements. etuptets to EF terintgues am 
equipment, and allows unevent- 

ful change-over to other anes- 


Prompt, dependable delivery is assured by a thetics. It is well tolerated, espe- 
nationwide network of Ohio Chemical Branch 
Offices and Authorized Dealers. The “‘Ohio” sta- 


tion wagon brings the personal service of a repre- 


cially by infants, and allows 
quick emergence. 


A NEW COMPREHENSIVE MEDICAL GAS 
CATALOG, especially desi d as a valuable refer- 


ence source on inhalation anesthetic agents is now 


<> PRODUCTS available. Text, charts, and illustrations cover historical, 


manufacturing, purity, physical 


sentative within easy reach of your hospital. 





and clinical data on all medical 
MEDICAL GASES @ THERAPY OXYGEN 4 \ eoses—plus safety color coding, 
CENTRAL PIPELINE SYSTEMS ' sizes, welahts and dimensions 
ANESTHESIA AND ANALGESIA APPARATUS \ of cylinders. To obtain your 
OXYGEN THERAPY AND RESUSCITATION EQUIPMENT " eau, Slbuen Witte Quak, Mit-6 
STERIL-BRITE FURNITURE ® SURGICAL SUTURES AND NEEDLES 
STILLE SURGICAL INSTRUMENTS 


“Service is Ohio Chemical’s Most Important Commodity” 


?e @ Ohio Chemical Pacific Company, Berkeley 10, Calif. 
Ohio Chemical Canada Ltd., Toronto 2 
Airco C y Internati |, New York 17 


p 


OHIO CHEMICAL & SURGICAL EQUIPMENT CO. Cia, Cubaia de Oxigeno, Havana 
MADISON 10, WISCONSIN sted Chacon mceetinate 








. 
At the frontiers of progress you'll find Am Air Reduction Product Ohie: Medical Gases and hospital equipment * Airce: Industrial gases, welding and cutting equipment, and acetylenic 


chemicals * Purece: Carbon.dioxide. tiquid solid (Dry Ice’’) * National Carbide: Pipeline acetylene and calcium carbide «+ Colton Chemical: Polyviny! acetates, alcohols and other resins. 
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Keep Your Patients...more patient and happy 
with Simtex table linen 


It is important to any patient that their 
trays and tables have that fresh, inviting 
appearance. Despite constant launder- 
ing, Simtex napery keeps its fine crisp 
hand, its gleaming surface. The exclu- 


sive Basco protective process is applied 
permanently to the fiber itself and gives 
Simtex unsurpassed durability. 

And remember . . . Simtex napery is 
made right in America. 


J.P. Stevens & Co. Inc. 


STEVENS BUILDING, BROADWAY AT 4ist ST., NEW YORK 36, N.Y. 
ATLANTA # BOSTON « CHARLOTTE * CHICAGO « CINCINNATI. DALLAS « DETROIT * LOS ANGELES « PHILADELPHIA « SAN FRANCISCO « ST. LOUIS 
Makers of cottons, woolens, worsteds ond fabrics of science for apparel, for the home and for industry 


42 
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How Diamond Crystal seasoning packets end 
danger of cross-infection from dispensers 


i mil 
“et 


/ 


all 


Diamond Crystal packets are individual seasoning containers. They 


Old-type salt, pepper and sugar 
s osable and sanitary. Need no servicing. And your patients ap- 


tion. Require constant washi 


lisp nse 


enience 


Exclusive Diamond ( rystal salt, pepper and sugar packets 


are h ygienic. Save you money on labor and dispenser replacement 





Ild-fashioned seasoning dispensers paper construction allows the same Send for free samples 
O can be an expensive problem to method of application as old-type dis- See for yourself how Diamond Crvetal 
hospitals. They get dirty quickly pensers—without the costly need of regu- packets can save you time and money. 
Shakers and bowls need constant clean- lar washing, filling and sterilizing. Your Just mail the coupon below. You will 
ing. Re-filling. Sterilizing saving on dispenser servicing alone more receive a free sample box of 100 Diamond 
Considering the price of labor today, than makes up for the slight additional Crystal salt, pepper and sugar packets 

servicing several thousand shakers can cost of packets. for vour own use bv return mail. 

really run up your operating costs. 

Packets sclve probiew Mail this coupon for free samples 

Dept. MH. 


Diamond Crystal Salt Co. 


Diamond Crystal seasoning packets are 


disposable. Hygienic. Eliminate dangers 
of cross-infection from dispensers St. Clair, Michigan 
Each packet contains a generous serv- Please send me a free sample box of your sea- 
ing of either pure Diamond Crystal salt; soning packets 
spicy ground black pepper: or fine granu- 
lated sugar. When the patient finishes Name 
his meal, the packets are thrown away. 


There is never the danger of broken 


Position 


glass dispensers when you serve packets, Hospital 


Exclusive “shaker” action Exclusive “Shaker action” of Address 
Diamond Crystal packets al- 
Only Diamond Crystal packets let you lows controlled application of 


roo e- Se: eee ee 1 


shake on seasoning. Their sturdy fluted seasoning 
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“We have always been deeply aware of the importance of uninterrupted elevator 
service in a hospital,’ says GEORGE NELSON, Chief Engineer of SAINT MICHAEL'S 
HOSPITAL. ‘'It's vitally important to all visitor and patient services. 

“We approach the subject of elevator maintenance in a very | 
f quality and performance. They're expected to perf 


yn but over many years. So we do ever 


gical manner. Elev 
purchased on a basis « rm a specific 
4 ¢ ly at the time of their installat 


ity NO on 
; ‘ on 
can to keep them performing at their original efficiency. 


Opinion it means the replacing of all wearing parts before failure w 


1 parts. It also calls for the elimination of all quesswork and nec 


The men charged with the responsibility of maintaining 


g r eleva 


srstand every working part as well as the functi 


| 
a) 


Onina of the over 


of their equipment as w 


ave as much pride in the peak performance 


“Summed up, it logically points to OTIS—and OTIS Maintenance. 
ed insurance of having the OTIS factory and local service office 


ei , 
We also like the add 


only minutes away "’ 


NEW MATERNITY CENTER MAIN HOSPITAL (Looking North) 


elevators 


“WORLD'S WORD FOR ELEVATOR QUALITY” 


OTIS ELEVATOR COMPANY 


44 


260 ELEVENTH AVENUE + NEW YORK 


* 


NM. ¥. 
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GEORGE NELSON 

Chief Engineer 

SAINT MICHAEL'S HOSPITAL 
AND SCHOOL OF NURSING 
Newark, New Jersey 


Conducted by the Sisters of the Poor 
of St. Francis Provincialate 


Mt. Alverno Convent, Warwick, N. Y 


¢ 


maintenance 


“ENGINEERED SERVICE BY THE MAKER” 


i ae 


THE UNITED STATES AND CANADA 
45 


OFFICES IN 297 CITIES ACROSS 
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Replacement Costs of 144% ina Year! 

A restaurant recently showed us these 
figures: Original investment in dinnerware 
of $5,000. Replacements because 
of breakage in a year, $7,200. Their 
replacement cost was 144%. 


6% Replacement Costs In a Year! 
A drug chain of 35 stores invested $26,000 
in our melamine dinnerware. In the fourth 
year of service, replacement because of break- 
age was only $1,382 for all 35 stores! This 
replacement cost was less than 6%. 


You can solve your breakage problem with 


new -exclusive 


banded color-on-color 
PAT. PENDING 
Here’s new beauty and strength...strength that makes this 
melamine dinnerware hard to chip, crack or break. Regal Ware 
Banded Color-on-Color is made by the exclusive process of bond- 
ing two colors into a single piece. Each piece has the self-draining 
contour base and heavy duty rolled edges. For more information 
about money-saving Regal Ware write: 


Plastics Manufacturing Co. 825 Trunk Ave. Dallas, Texas 


Luxury Look Colors 
Banded on Tar Sepia 
Banded on White — 
Bur 

Paste 


Cora 


Al 
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Need for Hot Air Sterilizer 


Question: We have recently moved 
into our new 32 bed hospital. We 
have one 18 by 24 inch flash autoclave 
sterilizer and one 20 by 36 inch auto- 
clave sterilizer. We also have a hot air 
sterilizer for sharp instruments. With 
no means of sterilizing instruments and 
water other than by autoclaving, our 
nursing department feels we have un- 
wisely invested in the hot air sterilizer, 
and therefore urges that we return 
this piece of equipment and purchase 
another autoclave. 

It seems that it takes eight hours to 
complete a sterilizing cycle in this hot 
air sterilizer. They further state that 
there is a question as to whether hot 
air sterilization will or will not kill 
spores. 

Before making any changes, we 
would like to learn: (1) Are we per- 
mitting a weak link to exist in our 
sterilizing technic by not using hot 
air sterilization on sharp instruments, 
provided they are sterilized in the 
standard solution? (2) If hot air steril- 
ization is important to sterilizing tech- 
nics, why does not the accreditation 
commission insist on hospitals using 
this technic before accrediting them? 
At least three or four accredited hos- 
pitals in this area do not use hot air 
sterilization.—J.E.M., Calif. 


ANSWER: | 
be thoroughly and quickly sterilized in 


Sharp instruments can 


a regular steam autoclave and many 


hospitals use this method. However, 


1h) 


this procedure does have a tendency 


to dull sharp edges 


) 


Instruments can be successfully 


sterilized in several solutions sold by 
reputable, well established companies 
However, authorities generally believe 
that heat sterilization is safer 

3. Hot air sterilization of sharp in 
struments by exposure to hot dry air 
at 320° F 


considered 


for one hour is generally 


to be a safe method and 
one which will not dull the edge 
Counting the time to raise the tem 
perature in the hot air sterilizer to 
320 
this temperature, the cycle should not 
take two 
hours 
this, something is wrong with your 


You 


a serviceman from the 


F. and the one hour exposure at 


over one and one-half to 


If your cycle takes longer than 


equipment or your procedure 
should call in 
manutacturer of the 
ask him not only to check the sterilizer 
equipment but also instruct the nurses 


equipment and 


in proper procedures 


1. The Ac- 


Joint Commission on 
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creditation of Hospitals has no specific 
requirements on this phase of your 
work. They check for above-normal 
incidence of postoperative infections 
and for evidence that your laboratory 
is making regular checkups on steril- 
ity of all things you sterilize—E. W 
JONES. 


Releasing Hospital Records 

Question: Frequently our hospital or 
pathologist gets requests to release 
tissue reports and other laboratory re- 
ports on former patients who are now 
in other hospitals or under the care of 
other physicians. What are the require- 
ments for releasing such information— 
of course, only to other physicians or 
hospitals?—A.C.C., Pa. 

ANSWER: Hospital records are pro- 
tected in law by the rule of privileged 
communications, because it is held that 
a physician is unable to administer 
adequate treatment to a patient with- 
out full disclosure by the patient of 
information relating to his condition 
Apart from legal requirements, sen- 
sible procedure dictates that hospitals 
and physicians should respect the con- 
fidential nature of all information ob- 
tained from patients and in examina- 
tion and treatment of patients. Copies 
of pathology and other laboratory re- 
ports should not be released, under any 
circumstances, without the patient's 
permission. To prevent complications, 
the permission should be obtained in 
writing from either the patient or, in 
the case of a minor child, the patient's 
parent or legal guardian. Some author- 
ities hold it is further desirable to have 
the signature on such written request 
witnessed by a responsible party to 





Conducted by Jewell W. Thrasher, 
R.N., Frazier-Ellis Hospital, Dothan, 
Ala.; A. A. Aijta, San Antonio 
Community Hospital, Upland, 
Calif., Pearl Fisher, Thayer Hos- 
Maine, and 


pital, Waterville, 


others. 











assure its authenticity, and for the pa- 
tient’s physician to be advised before 
any such reports are forwarded to other 


hospitals. 


Interpreting Necropsy Report 

Question: On one or two occasions 
in the past, we have had requests from 
the family for information about the 
necropsy findings on patients who have 
died. Is it proper for us to release the 
pathologist's findings to the family un- 
der these circumstances? Since these 
are, of course, written in technical 
terms that would not be understand- 
able to the average layman, is it prop- 
er for us to provide an interpretive 
summary of the findings for the fam- 
ily?—S.T.J., Idaho. 

ANSWER: Such requests should be 
referred to the patient’s physician for 
interpretation. If the family should 
insist on having a written report from 
the hospital, it would probably be wise 

-in view of possible legal complica- 
tions at some later 
only the factual findings as determined 
by the pathologist, and to suggest that 
this report be taken to the family’s 
own physician for interpretation. 


time—to present 


Standards in the Nursery 
Question: Our newborn nursery is in 
an old building, and since a new pe- 
diatrician joined our staff recently, he 
has complained that control of temper- 
ature and humidity in the nursery is 
not up to accepted standards. What 
are the requirements?—P.W., N.Y. 
ANSWER: First, you should know 
that the nursery conditions meet the 
infant care regulations of your city, 
county and state health departments. 
In addition, the American Academy of 
Pediatrics recommends that tempera- 
ture and humidity in the infant nursery 
be maintained at the following levels 
full-term nursery, temperature 75° F. 
and relative humidity, 60 per cent; 
premature nursery, temperature 75° to 
80° F., relative humidity, 55 to 65 per 
cent. The thermometer in the nursery 
should be installed at approximately 
the level of the bassinets to permit 
proper temperature control. If the tem- 
perature is not constant, heat loss at 
windows and doors should be studied, 
and insulation or heating equipment 
improved to the point where it is pos- 
sible to maintain the desired constant 
temperature and humidity 
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Now you can SAVE $215 per ton 





Many designers and fabricators who are 
currently using Type 302 stainless can, in 
numerous applications, specify Type 430 
straight chromium stainless and take 
advantage of the 1034 cents per pound 
difference in base price. Some of our 
customers are already saving more than 
$215 per ton using our 430 MicroRold 
stainless sheet. 

The steel industry estimates that 50° 
of all stainless sheet applications could 


satisfactorily employ Type 430, the least 


in base price alone! 





Send for Your copy, “Care and Use of 430 MicroRold Stainless Steel’ 


Washington Steel Corpora tion 


6-FF WOODLAND AVENUE, WASHINGTON, PA. 





expensive of all stainless grades, as an 
economical and practical material. When 
properly applied, Type 430 has all the 
desirable qualities of beauty, corrosion re- 
sistance, strength, long life and low main- 
tenance that no other material, except 
stainless, can offer. 

We are currently producing our 
MicroRold Type 430 sheets up to 48” 
wide in thicknesses .005” to .109” with 
2B or 2D finishes; and in thicknesses 
.010” t0.109” in No. 3,4 and 7 finishes. 
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PERRY, SHAW, HEPBURN & DEAN 
architects 

SLOCUM & FULLER 
mechanteal engineers 

McCLOSKEY & CO 
general contractor 

DANIEL J. KEATING CO. 
plumbing contractor 

HENRY B. PANCOAST CO. 
plumbing wholesaler 

CRANE CO. 
fixture manufacturer 
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e In Philadelphia this |O00-room. $16-million ho 
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All guest rooms have a wall-of-glass window. over- 
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vertible into sleeping rooms at night. On the top floor 
ire luxurious Executive Suites with private outdoor 
terraces. A JO00-car garage is accessible from = the 
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planned buildings, the new Sheraton is fully equipped 
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MEDICARE 


With the Defense Department’s dependent medical care 
program in operation for almost half a year now, it is possi- 
ble to reach some fairly firm conclusions as to cost. The 
army’s Office of Dependent Medical Care, which handles 
the operation for all services, reports the following, based 
on the first full five months of Medicare: 

Civilian hospitals have sent in 36,922 billings, for a total 
of $3,562,297, or an average case cost of $96.48. 

Physicians have filed 53,802 claims for a total of $3,583.40, 
or an average bill of $68.15. 

Air force families lead others in use of Medicare. Of all 
claims, 41.5 per cent are from air force dependents, 32.5 
per cent from navy, 23.7 per cent from army, and 2.3 per 
cent from U.S. Public Health Service. 

Maternity care is accounting for 37.9 per cent of all cases, 
and tonsillectomies, next numerically, for 17.4 per cent. 

With a significant number of cases available for analysis, 
the army found that when variable regional costs are taken 
into account, Blue Cross and Mutual of Omaha claims are 
almost the same. It costs the government $20.86 per day 
for patients handled through Blue Cross, and $18.78 for 
those serviced through Mutual of Omaha. 

On a nonprofit basis, Mutual of Omaha services 14 Mid- 
western states, Florida, Georgia and South Carolina, while 
Blue Cross is in charge of the rest of the country, as well 
as Alaska, Puerto Rico and Hawaii, for hospital care. In 
reference to the $2.08 per day higher average for Blue Cross, 
the army points out: 

“Figures compiled by the American Hospital Association 
in the yearly Guide show that it costs $2.23 a day more to 
care for a patient in the geographic area serviced by Blue 
Cross than it does in the Mutual of Omaha area.” 

The margin between Blue Cross and Mutual of Omaha's 
claims, based on a large number of cases, bears out the 
theory expressed by some officials a few months ago, when 
fragmentary data indicated that Blue Cross costs were much 
higher. 


HOUSING LOANS 


American Hospital Association is moving ahead with a 
plan that promises to make available to hospitals long-term, 
low-interest loans for building housing units for interns and 
student nurses. The problem is this: 

In theory hospitals are entitled to Hill-Burton grants for 
building living quarters of this nature, but in almost every 
instance the project has or would have so low a priority as 
to make a grant impossible. 

If the hospital is part of a college, it is eligible for Federal 


Housing Administration long-tem, low-interest loans for 
intern and student nurse housing, but this favorable financ- 
ing is denied to hospitals without college affiliation. 

Kenneth Williamson, head of the A.H.A.’s Washington 
office, appeared before a Senate banking and currency sub- 
committee to ask (a) that F.H.A. be given the authority to 
grant loans to hospitals not affiliated with colleges for intern 
and student nurse housing, and (b) the earmarking of $150 
million in F.H.A. money for this purpose. 

In testimony before the subcommittee, A.H.A. argued that 
the lack of living quarters for interns and student nurses 
was a serious obstacle to the training of enough physicians 
and nurses. 

Accepting the A.H.A. arguments, the subcommittee, un- 
der chairmanship of Senator Sparkman, approved the new 
authority to aid noncollege hospitals, but it earmarked 
only $25 million in F.H.A. funds, rather than the $150 
million asked by AHA. Later the full committee approved 
the subcommittee’s work. 

The legislation is in the form of an amendment to a gen- 
eral housing bill that already has passed the House. Senate 
passage of the bill and amendment is expected. The ques- 
tion then will be whether the House will accept the Senate’s 
idea on intern and nurse housing loans. 

Rate would be 27% per cent, and payment could be 
stretched over as many as 40 years. 


TECHNICIANS’ UNION 


The Office Employees International Union, a well estab- 
lished (12 years old) autonomous union within the A.F.L.- 
C.1.0., is sponsoring the nationwide organization of medical 
and x-ray technicians for collective bargaining purposes. 

Heading the organizing drive is J. Howard Hicks, sec- 
retary-treasurer of O.E.I.U., from his Washington head- 
quarters. 

Mr. Hicks said for the time being O.E.1.U. is footing most 
of the expenses, and all details of the campaign are handled 
through the Washington office. He explained that at this 
stage it would be unwise to identify those persons who are 
working to sign up technicians locally or regionally, as they 
might be subjected to “pressure.” 

According to Mr. Hicks, there is “widespread” interest 
in the new movement, and he is confident it will grow into 
a strong national union, in a position to negotiate on wages, 
hours and working conditions for medical technicians. Also, 
he said that reports from around the country indicate techni- 
cians are anxious for a more realistic appraisal of qualifica- 
tions and job titles. The new union would assist in working 
these out. (Continued on next page) 





DOCTOR DRAFT 


Although Congress is moving at a deadly slow pace on 
most health-medical bills, one in that field is just about 
certain to be passed before July 1. This is the bill to set 
up a new system for procurement of doctors for military 
service after the special doctor draft act expires June 30. 

The procedure was worked out in what promises to be 
its final form during two busy days of hearings before the 
House armed services committee. 

Basically, the problem is that the military services need 
physicians and dentists in a higher proportion than they 
appear in the general population. Under Selective Service 
rules, there can be no discrimination and men must be 
in age groups. Thus, to get the number of 


only 
armed services would 


called 
I 


physicians and dentists needed, the 
of men they have no use for. 


The solution in the original doctor draft was to make all 
50 (later dropped to 


‘ ’ 7 } 
also have to call up thousands 


physicians eligible 
th definite priorities in which they would have 


for duty up to age 

460), but wi let 
be calied. 

pattern, but adopts 

actS a who 


limit of 5 years tor men 
a. anal 
or ecucational 


Also, instead of 
c.f 


reasons. 


the spe 


ne Cclal e new one 


doctor draf 
ill operate as an amendment to the regular draft act 
Although Defense Department pre} ‘ts own bill, the 
House commi 


was dissatished with and drew up a 


rate version. This 1s the one that now is moving rapidly 


[here are two main differences in the 


sh Congress. 
two versions: 
1. Whereas the department’s bill would drop the na- 


tional, state and local advisory committees to Selective Serv 


ice (at the request of Selective Service), the committee’s 


bill continues them. The national committee 1s headed by 


Dr. Howard Rusk. 
The department’s bill does not continue various 
ve features written into the doctor draft act from time 


pro- 


l ommis 


, such as the right of a doctor to resign his 
completing his tour of duty; the committee’s bill 
all of these provisions. 

A by-product of the hearings was decision by the com- 
mittee to voice strong disapproval of a Defense Department 
plan to increase the ratio of physicians to troops from 3 per 
1000 to 3.4 per 1000, starting July 1. In effect, the com- 
mittee told the military that when a special draft act has 
to be continued to obtain the doctors needed, there is no 
excuse for increasing their numbers beyond a bare mini- 


mum. 


H-B FUNDS 

Another bill—important to some state hospital programs 
—that is likely to be enacted any time now extends the time 
limit for using up federal money allocated to states for sur- 
veys and planning under the Hill-Burton amendments. 

In 1954 Congress amended H-B, authorizing a special 
appropriation for grants for building diagnostic-treatment 
centers, hospitals for the chronically ill, rehabilitation facil- 
ities, and nursing homes. At the same time Congress voted 
$2 million to help states survey their needs for this construc- 
tion, but stipulated that the states would have to use up 
the allocated money by July 1, 1957, or forfeit it. The new 
bill, by Senator Edward Thye (R.-Minn.), would give the 
states two more years to spend their share of the planning 


money. 


Another Hill-Burton bill, one that would permit loans 
instead of grants at the option of the hospital involved, has 
some chance of action, but there is no indication that the 
bill to forbid H-B grants to any but public hospitals is being 
taken seriously by the committee. 


V.A. PAY 

The 4600 physicians, 785 dentists and 636 nurses in Vet- 
erans Administration posts are looking longingly toward 
Rep. George Long (D.-La.), himself a dentist, who is push 
ing a bill to give them all pay raises. 

Except for the general economy pressure, the bill would 
make progress, mostly because it would help V.A. to ob- 
tain and keep professional personnel. The pay raise is not 
Rep. Long’s idea alone. He drew it up on instructions from 
the full committee. It will be reported out of the committee 
promptly it House leaders will give it the green light. 
Some of the provisions: 

1. Fifteen new positions titled deputy a unt chief medi 
| directors would be created. 


, 


Optometrists would be 

1 on the same scale as physici: 

S Nhe 25 ner co Sears? . ee ee 
3. 1e 25 per cent pay premium allowed : 
L. yf 


cut ft } er cent, Dut couk D 


much lower). 

The nonphysician hospital managers (curret 
ive the same pay and grade as physicians in the 
($13 to $14,200). 

Increases for the top three grades 


r, with smalier down the 


6. Dentists would r« and increases as 


physicians. 


NOTES: 
Small 


low-interest 


Administration has granted long-term, 


nursing home: 


Business 


loans to three and hospital, 


the money coming trom deficiency 1auion enacted 
Recipients are Hocott Memorial Home, Little 


3rooklyn, 


appro} I 
tn vear. 
Rock, Ark., $50,000; Farragut Nursing Home, 
N.Y., $50,000; Buffalo Hospital, Buffalo, Okla., $33,000; 
and Alondra Nursing Home, Gardena, Calif. 

Although Rep. Thomas Jenkins (R.-Ohio) reports that 
thousands of messages have reached Congress urging pass- 
age of the Jenkins-Keogh act, the House ways and means 
committee has not scheduled a hearing. The bill would 
allow certain income tax advantages to encourage the self- 
employed to set up their own pension plans. 

Because residencies in physical medicine and _ rehabilita- 
tion generally are for three years, Secretary Folsom is 
asking Congress to add one year to residency grants; in 
passing the law in 1954 Congress set a two-year limit on 
federal assistance. 

Starting July 1, the air force is offering residency training 
in general practice at its hospitals at Lackland Base, San 
Antonio, Tex., and Maxwell Base, Ala. The residencies 
have been approved by the American Medical Association 
and the American Academy of General Practice. 

During the first quarter of the year, the U.S. released to 
states $60 million in surplus property; hospitals, schools and 
civil defense programs are among the recipients. Of the 
total $3 million was in real estate, the rest in such items as 
laboratory equipment, school and office supplies and furni- 
ture, and motor vehicles. 





A. H. A. HEADQUARTERS TO GO 12 FLOORS 


Approved by delegates at special meeting, 12 story building 


will be financed by 50 per cent, four-year dues increase; 


campaign for contributions from industry deferred for study 


After bouncing up 
ball 


proposed new 
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nad gown ike a 


rubber for two 
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headquarters building of the 
to rest last 


Hospita Association came 


n the 12th floor. 


; 1 | 
Abandon a proposed nationwide 


npaign for contributions from in- 
austry. 
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} 


Authorize the board of trustees 


to make contracts for completion of a 


12 story headquarters building. 


3. Amend association by-laws to in- 


y > 
LiCan 


dues 50 per cent for the years 
1960 | 


1957 through 


T 


I 

4. Interpret the temporary dues in- 
crease as outside afhliation agreements 
with state hospital associations, so that 
the entire amount of the increase will 

retained by A.H.A 

The key vote came on a motion to 
amend the by-laws and was taken by 
roll call. With a two-thirds majority 
needed to effect amendment, the mo 
tion was carried by a vote of 65 to 15, 
with 11 votes to spare. 


j 


amend J 


The by-law ment was revised 


to provide for a temporary dues in 
crease for four years, instead of a 
pecial assessment in the same amount 
it was explained, 


was believed 


for the same peri 


because it some county, 


district and other government hospi- 


tals might encounter legal obstacles to 
paying an assessment. 
The amended by-law provides that 


f the dues and temporary dues increase 


The 12 
$6,900,000 
bids, 


rease. 


story building will cost 
for construction, based on 


Albert W. 


Estimated 


current President 


Snoke told the delegates. 
total move-in cost is $7,851,900. 


plans include a loan of 


Financing 
$1,150,000 in addition to $2,300,000 in 
loans already negotiated for the five- 


story building now under construc- 
tion, Dr. Snoke explained. 

The 12 story building will have ap- 
proximately 65,000 square feet of usable 
space, compared to 30,000 feet in the 
headquarters 43,000 


feet in the five-story building and 95,- 


present offices, 
000 feet in the proposed 17 story build- 
ing, it was reported, 

The decision to get off at the 12th 
floor and pay the entire bill out of 
association resources, without asking 
for outside contributions, resulted from 
widespread opposition on the part of 
member hospitals to the proposal for 
a fund raising campaign, and the feel- 
ing expressed by many members in 
state and regional meetings during the 
last months that the 17 story 
building proposed by the trustees and 
approved by delegates at a special 
meeting March 16 was too ambitious. 


two 


ain that members 
the fund raising 
as expected to pro- 

upper stories of 
gan to disappear in a 
ertainty. On the basis of 
and 


income 


forecasts otf 
he years ahead, trustees 
to the conclusion that the build- 
ing should be cut back to 12 

While the fund raising campaign has 
been dropped as a part of the associa- 


tion’s immediate financing plans, trus- 


Hoors. 


tees will continue to study its feasi- 
bility and report to the House of Dele- 
gates again in September. Calls on in- 
dustrialists had revealed lack of knowl- 
edge or interest in A.H.A., indicating 
the need for intensive preparation and 
education before a fund raising drive 
could be successful, Dr. Snoke said. 

The 12 story building will provide 
four floors for rental to allied organ- 
izations, it was explained, and the 
financing contemplates rental income 
of $120,000 a year from this space. 
Financing estimates also allow for a 
10 per cent loss of membership as a 
result of the dues increase, John Sulli- 
van, association controller, said. 

Some loss of membership is to be 
expected, it was indicated during the 
discussion. Speaking for Alabama, Dele- 
gate John Howell said in a prepared 
statement that there were many hos- 
pitals in his state which were “un- 
alterably opposed to the 50 per cent 
assessment” and had raised the ques- 
tion of continued membership. 

Reporting for Pennsylvania, Dele- 
gate Charles S. Paxson Jr. of Philadel- 
phia said that only 15 per cent of 220 
Pennsylvania hospitals had agreed to 
go along with the original proposals. 
voted unequivocally 


Sixty hospitals 





against the proposals in regional meet- 
ings, he reported; 33 threatened with- 
drawal and another 25 might possibly 
withdraw. 

What would happen now that the 
proposals had been modified was any- 
body’s guess, but it was obvious that 
the compromise move had softened the 
opposition and that some, at least, of 
the threatened drop-outs would be re- 
tained. “You have taken some of the 
wind out of our sails,’ Montana Dele- 
gate George F. Pendergrast said frank- 
ly. “I’m not sure what the hospitals 
of Montana would say now,” he added. 

After pointing out that the small 
hospitals in Montana had struggled to 
meet the last dues increase, Mr. Pender- 
grast said he had been instructed to 
vote “No” on the original proposals 
and would also vote against the modi- 
fied plan. 

Several other delegates dropped their 
objections into the void between the 
12th and 17th floors and voted for the 
modified program. In a meeting last 
month, the California Hospital Asso- 
ciation had recommended that expan- 
sion be restricted to six stories to meet 
present needs, Delegate George Wood 
of Oakland reported. With the fund 
raising campaign, which California 
also opposed, eliminated, he voted for 
the new program. So did Delegate 
Clyde Fox of Nevada, another out- 
spoken foe of the original fund raising 
plan. 

Instructed to vote “No” on the orig- 
inal proposition, Delegate Henry H. 
Hill of Colorado interpreted his in- 
structions as binding but urged other 
delegates to vote “Yes” on the 12 story 
plan. 


Apprehension about the ability of 
many Canadian hospitals to pay the 
increased dues was expressed by Al- 
berta Delegate S. V. Pryce of Calgary 
and Manitoba Delegate A. K. McTag- 
gart of Brandon. Canadian hospitals 
feel they do not benefit from A.H.A. 
services to the extent U.S. hospitals 
do, Mr. Pryce reported. Of the plan 
for expansion he said ruefully, “We 
like the program—we just don’t want 
to pay for it!” 

Most criticisms of the way associa- 
tion staff, officers and trustees have 
managed the building project were 
abandoned on the nonexistent 17th 
floor and never found expression in 
the meeting. Notable exception was a 
curious statement Delegate 
Howell at the request of the Alabama 
Hospital Association—a schizophrenic 
document which lambasted officers and 
trustees for their “unrealistic and over- 
ambitious approach to the original 
building,” suggested that the effort to 
inform members during the last 60 
days was prompted by a desire to 
“share the blame for drastic and in- 
excusable errors of judgment,” ex- 
pressed “great misgiving and fear of 
the trend toward control by a few who 
wish to dominate,” and then, in an 
astonishing reversal of form, said that 
“Alabama institutions acknowledge and 
commend the A.H.A. for all their past 
work and wish to say, “Well done!’” 

The statement then instructed the 
Alabama delegate to cast an affirma- 
tive vote but warned that it was not 
a vote of confidence for past actions. 

Rough as it was in spots, the Ala- 
bama jeremiad sounded like a bene- 
diction alongside some of the things 


read by 





How Delegates Voted on A.H.A. Dues Increase 


Hr is an unofficial summary of how delegates attending the special 
meeting of the American Hospital Association’s House of Delegates 
May 18 voted on the by-law amendment to provide a temporary dues in- 
crease of 50 per cent from 1957 through 1960 to finance construction of 
the 12 story headquarters building on Lake Shore Drive: 


For the increase: Officers Snoke, Ter- 
rell, Brown and Hatfield; Trustees Ma- 
sur, McNary, Msgr. Smith, Aita, Har- 
mon, McIntyre, Dunks, Holmes and 
Swanson; Delegates-at-Large Hahn, 
Wilson, Porter, Rankin, Hanson and 
Peel; delegates from Alabama, Arizona, 
Arkansas, California (2), Connecticut, 
Delaware, District of Columbia, Flor- 
ida, Georgia, Illinois (2), Indiana, 
Iowa, Kansas, Louisiana, Maryland, 
Massachusetts (2), Michigan (2), Min- 
nesota, Mississippi, Missouri, Nevada, 


New Mexico, New York, North Car- 
olina, North Dakota, Ohio (2), Okla- 
homa, Oregon, Rhode Island, South 
Carolina, South Dakota, Tennessee, 
Texas (2), Utah, Vermont, Washing- 
ton, Wisconsin (2), Alaska, Quebec. 
Against the dues increase: delegates 
from Colorado, Kentucky, Maine, Mon- 
tana, Nebraska, New Hampshire, New 
Jersey (2), Pennsylvania (3), Virginia, 
West Virginia, Wyoming, Alberta. 
Abstaining: Type IV Delegates Dab- 
ney and Webb; the Manitoba delegate. 


that were said about A.H.A. manage- 
ment during the debates that were held 
while the 17 story proposal was still 
under consideration, prior to the May 
18 meeting. One memorandum that 
was widely circulated, for example, 
charged that the original building pro- 
gram was ill conceived and the mem- 
bership inadequately informed, 
that “the record of mismanagement 
demonstrable 


and 


subsequent to 1954 is 
proof of the impracticality of the orig- 
inal program and calls for a vote of 
no confidence in association leader- 
ship.” 

For the most part, however, discus- 
sion of the propositions at state and re- 
gional meetings during the period be- 
tween delegates’ sessions related to the 
wisdom and practicality of the build- 
ing and financing programs, and the 
charge of mismanagement was not 
widely credited. “Everybody has been 
friendly and polite to me, even if op- 
posed,” said Dr. Snoke, who attended 
a number of meetings to discuss the 
building plans with members. “I con- 
cluded that the membership is proud 
of the American Hospital Association 
and its accomplishments and _ stature 
and is anxious for these to increase.” 

At the conclusion of the May 18 
meeting, Dr. Snoke and Past President 
Ray E. Brown of Chicago, who pre- 
sided most of the time, agreed that the 
debate had been wholesome for the 
association, giving officers and trustees 
a better understanding of membership 
needs, and providing members with 
an opportunity to take part in the 
decision making process. 

“The discussion not only results in 
an adequate headquarters building for 
the association,” Mr. Brown said, “but 
it gives us a stronger association, with 
better understanding. As an officer of 
the association, I accept a full share 
of responsibility and offer my apologies 
for the extended negotiations that have 
been necessary in this project. But I 
have no apologies to make for the off- 
cers and trustees, who acted in good 
faith throughout the negotiations.” 

Relaxed on the 12th floor, the dele- 
gates closed the meeting by approving a 
resolution, introduced by Kenneth Wal- 
lace of Oklahoma, regretting the “inac- 
curate and incorrect manner” in which 
some actions of the board of trustees 
were reported and discussed during the 
building debacle and praising officers, 
trustees and staff for their “honesty, in- 
tegrity and competence.” 

The motion was passed without dis- 
sent. 








Desk Check 


ee wh 
“ tron 


keep 

debris, 

must be high 
decisive 


instantly 


ir aftairs are as tidy 


ards, however, the 


in Desk Man ts no longer the one 
1 and emulated by us 
, 


a symbol of executive 


been replaced by a 
the No Desk Man 
| 1 


avo. a hospital adn 


Species 
inistra 
know told us about his new 
with couches, easy 


vairs, draperies, planters and a 


cozy afta 


con 


1 } 1 
ference table but no desk 


Why should an administrator have 


He spe nds 


ost of his time talking to people, and 


r friend asked 


SKS OU 


a desk is just a barrier between them 


Paper work is for assistants and 


secretaries,” Our man declared 


In administration as in everything 


else, apparently, the old standards are 


and instead of judging a 


/ 1) ] 
loomed, 


man’s importance by the size of his 


used to do, we shall have 


lown as 


de sk, as we 
to put him « a slave to routine 
if he has a desk at all 


Even an administrative genius, how 
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ever, cannot free himself entirely trom 
bind us all 


ur friend acknow!] 


r chains that 


performs himself, 


borrowing a vt his secretary s 


, , * ' , | 
lesk for half an hour every week. We 


asked what this was 


Signing checks, 


Muddy Road Ahead 


A ve ENT 


issue of Chart, official 


sublication of the Illinois Nurses 


Association reported that murses at 


one I]linois hospital had obtained im 


portant salary increases following 
} 


negotiations with the administration 


The new salary schedule represents 


a $50 per month increase as well as 


substantial improvements in shift dif 
holiday 


added 


INA 


bership the policy of a salary penalty 
I I I 


ferentials, overtime and pay, 


the report said. Then it 
In order to encourage mem 
for nonmembers was announced. Sal 
aries for nonmembers will be $10 less 
than for nurses in good standing 
This looked so much like a 


aske d a 


Was Rt ing on 


union 


shop clause that we nurse 


acquaintance what 

In reply, she showed us another re 
port about another hospital where 
nurses were denied raises until they 
joined the American Nurses Associa- 
The rule was made by the nurs 
One 


said, “The director of nursing told me 


t10on 


ing office, it turned out nurse 
my salary increase as head nurse would 


begin as soon as I showed her my 
5 


The Modern 
“ Hospital 


receipt from the American Nurses 
Association 


What 25 Are 


lated cases of overzealous membership 


going on? these 1so- 
activity by individual nurse executives, 
or is it going to be the policy of nurses 
associations to involve hospitals ina 


clout on nonmembers? In one of these 


cases, at least. the association reported 
calmly that the salary penalty for non- 
members was adopted to “encourage 
membership’—a term that falls some- 
what short of describing the true situa- 


like 


Please 


tion, a holdup man who says 

Happily, it can be predicted with 
confidence that this compulsory mem- 
bership movement isn't going to get 
very far, because hospitals are the 
principal employers of nurses, and not 
many hospitals will be whipsawed in- 
to permitting this kind of discrimina- 
tory salary differential among nurses 
Even if some hospitals should fall into 
line, as a few have apparently done, 
this closed shop concept in nursing is 
bound to fail eventually, because the 
good end of more economic security 
for professional nurses can never be 
sought successfully by the bad means 
of heavy-handed labor union tactics 

As skilled and devoted professional 
people, nurses are certainly entitled to 
better salaries and working conditions 
than they have often earned in hos- 
pitals, the way things have turned out 
But if the road to economic security 


for nurses lies through the union shop, 
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The 


union road is muddy, and nurses can't 


they'd better look for a detour 


follow it without getting their uni 


forms dirty. 


Friend 

RECENT public statement by Dr 
4% Carl W. Walter, associate profes 
Harvard Medical 


College and an outspoken authority on 


sOr of surgery at 


Operating room asepsis, drew indig 


nant replies from several hospital ad 
Dr. Walter charged that 


are sharp increases in the in- 


ministrators 
there 


cidence ot postoperative infections in 


hospitals, caused in part by “poor 


sanitation” On Operating room floors 


Replies came quickly. “Everything 


in the world is done to safeguard 


surgery patients,’ said one hospital 


authority. “Today's technics in operat 


ing and delivery rooms are better than 


ever before, said another. Others 


denied there has been any increase in 


the infection rate 


Disputes about facts, presumably 
can always be settled by finding out 
what the facts are, and we don’t intend 
to take sides in the argument between 


Dr. Walter 


perhaps, to 


and his except 


warn the latter that the 
has always been a formidable 


We will argue, how- 


former 


man with a fact 


ever, with one critic who said, ‘I 


can't understand a newspaper that 
would print a story such as that,” re 
statement by 


ferring to the original 


Dr. Walter 

In our view, newspapers are serving 
society and hospitals well when they 
statement about hos 


print a critical 


pitals by a responsible hospital author 


ity We do 


some who fear that public confidence 


not share the alarm of 


in hospitals is seriously undermined 
by an occasional critical article about 
hospitals in the newspapers. Hospitals 
and medicine generally have an over- 
whelmingly favorable press, it seems 
to us, and enjoy a measure of public 
esteem that is accorded no other group 
in our society. If there is some slight 
loss of esteem when criticism appears, 
it is insignificant alongside the loss 
of freedom that would result if we 
had the kind of society in which public 
criticism of any group could be sup 
pressed 

Commenting on the Walter episode, 


an Eastern newspaper called Dr. Wal 
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ter a “hard-boiled friend” of hospitals 
How long is it since you've heard 
another profession subjected to this 


merciless kind of self-examination and 


criticism?” the newspaper asked in an 


When 


designer 


did a distinguished 


industry 


editorial 
automobile tell the 
its building cars to kill people and 
instruct It how to stop? 

Name your calling, and see it you 
can name the hard-boiled friend t 
whom it can gratefully owe lebt 
medicine 


Walter 
} 


However hard-boiled, any 


and hospitals owe their Dr 


friend of 


hospitals is a friend of ours 
t 


Salute 
eat weeks ago Edward W. Gil 
“+ gan, director of the Hurley Hos 


pital at Flint 


Mich., made what seemed 


like a sensible 


ot Detense 


proposal t rhe 
Why not use 


ce rpsmc¢ n 


secre 


tary trained 


medical 

civilian hospitals, 
reserve training 

sO spent 

been 


Thousands of men have 


trained as med corpsmen in the 
Mr 


nas 


cal 
various branches of the service 


Gilgan pointed out. “Their work 


} 


been widely recognized by the medical 


profession They have 
10b 
Many of 


COrps It should be possible 


mendous 


these men are still in the 


reserve 


for these men to volunteer certain 


their time on weekends or 


hours of 
in the evening to help alleviate the 


emergent situation in hospitals. Such a 


program would enable the individual 


corpsman to keep up with medical 


and treatment of patients and 


credit for 


care 


receive reserve training 
specified periods Moreover, hospitals 
should be willing to pay the going 
rate for any additional hours the corps 
men might prov id 

In due course, the Department of 
Defense responded to the suggestion 
While employment in a civilian hos 
pital would provide reserve medical 
corpsmen adequate practical training 
in the care of the sick and injured, 
and 


the department said, “technical 


practical instruction in the various 
phases of military medicine and mili- 
tary duties would be lacking; therefore, 
such employment does not meet the 


criteria established for the awarding 


of retirement point credit reservists 


sO employed 


There was more that 


reply, Of course. Summe 


that there are differences between mili 


tary and civilian medicine you cant 
train medical corpsmen it itlian hos 
pitals 

Well, ic would 


complicated, and there w 


unques nably be 


have t 


} 


be some n COrps 


idded training ot 


men “in the performanc certain 


military auties inherent Ope ra 


tional functions of thei 


tO borrow a rococo pnt 


Dep Ity 


Assistant 


their unit 
people, 
hospitals 


} 


bedpan 


Staffed 

Raposo the Nati 
Nursing conven 

month, a group of nu 

was visiting informally, and 

iar problem of staffing aft 

evening shifts came up 


| 


married nurses on hospit: 


group agreed, the afrern 
especially troublesome tod 


Many of 


mothers as 


nurses af 


our 


well as ¢€ one 


nursing director said, and ey need 


to be home in the after s when 


f m school 


their children come home 


and their husbands come me from 


work, wanting supper and arrention 


They all 


Then one 


acknowledged this was a 


problem direct old how 


she had solved the 
“We 
‘ eh 


schedules up so the afternoon 
o'clock, 


pro at her 


hospital simply ved our 


shift 


starts at six instead of f 


said 


she 
But didn't 


and 


Frowns around the table 


it cause a lot of complications 


trouble to change all ye schedules 
asked 


the direct f 


around?” someone 


It sure did,’ said cheer 
fully 


shift 


But we stafted tl itternoon 
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Round-the-Clock Nursing or Self-Service: 
Patient Care Is Based on the Medical Need 


JANE BARTON 


saad Mant 
fa 1S oe 


is that } I 
fer which pa 
ds and belongings 


O routine 


cing 

costs of hos 
‘urthermore, he ts sure 
use of avail 


service can be achieved 


h more efficient 

able nursing 
concentrating the skills of the high 

ly trained R.N.’s upon the critically ill 
beliefs Mr. Thoms 
medical staff 
Diskan, 


chairman of the nine-man Special Care 


In both ot these 


has the support of the 


and the trustees. Dr. A. I 


Committee of Manchester's medical 


staff, which has worked out the details 
f the program with the administrator, 


explained This was a new concept 


in hospital care—the only one that has 
ever been attempted that might dimin 


ish the cost of care rather than raise 
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By concentrating nursing where it is most needed 


and offering self-service facilities for ambulatory 


patients, Manchester Memorial Hospital hopes to 


reduce patients’ charges by reducing hospital costs 


it. And we are tO save nurses 


voing 


by concentrating them where they are 


needed instead of scattering them 


Somewhat more cautiously, C. EI- 
wre Watkins, president of the board 
of trustees, observed that Mr. Thoms 
idea seemed “so logical to businessmen 


th t 


1e trustees} that it should appeal to 


ZONES OF CARE 
As it has been worked out at Man- 


chester, the Progressive Patient Care 


; 
plan consists of three zones of care 


1. The Special Care Unit—27 
is, plus a lounge for the patients 
relatives. In 


critically ill 


be 


this section are concen- 
who 


require careful medical supervision and 


Within 


init 17 beds have been set aside (in 


trated the patients 


intensive nursing Care. this 


three four-bed wards, one semiprivate 


and three 


private rooms) for patients 
who might be described as “super-criti- 
al” but not, Mr. Thoms emphasizes, 
moribund. He wants it clearly under- 
special care” is not to be 


Patients 


stood that 
equated with “terminal care.’ 
assigned here are all those 
who can be 


(except 
pediatric and obstetric ) 
expected to live, granted they receive 
intensive, devoted nursing care with all 
the necessary supplies, equipment and 
medications immediately available 

2. The Routine Care Unit—89 
beds. This is just what its name im- 
plies. Patients who are graduated from 
the special care unit, as well as those 
who are just “normally” sick when 
they enter the hospital, occupy the rou- 
tine Naturally, it com- 
prises the largest area of the hospital 


care section. 


Self-Service Unit—eight 


] ] 
located 1n a 


3. The 


beds. This section, now 


hot across the street from the hos 
pital, is the real pioneer project and 


Mr. Thoms 
It is designed 


pride, joy and 


to care for 


special 
headache 


patients who are well enough to take 


care of their own simple medical 


needs; to go to. the 
(except breakfast, which is 


1 
also tor 


hospital for 


their meals 


] 


served in their rooms), and 


and x-ray 


lab ratory tests 


The 
p« ypulated solely by 


and 


self-service unit will not be 
graduates” of the 
special care routine units. Ac- 
tually, it is likely to be used more by 
who are in the 
being admitted to the hospital, under- 
going tests, and so forth. Another 


thing it is not, Mr. Thoms emphasized, 


patients process of 


is a “rest home or a cheap vacation.’ 
Only a staff doctor can admit a pa- 
tient into the unit. It is an integral 
part of the hospital, with all its re- 
sponsibilities and duties to the patient. 

The house contains eight attractive- 
ly furnished single rooms, equipped 
with lavatory and toilet. (Having all 
rooms private overcomes the usual dif- 
ficulties involved in assigning space to 
male and female patients.) On the 
first floor are a lounge furnished with 
television chairs, tables and 
reading materials; a short-order kitch- 


set, €asy 


en, and a small utility room 

A patient’s progress from special 
care to self-service unit goes something 
like this: He 
medical for an 
or three days, when he is sufficiently 


receives concentrated 


care average of two 


improved to move along tO an area 


of lesser specialization. At first this 
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DESCRIPTION 


This suite consists of eight hotel-type rooms, well 
appointed with hotel furniture, lavatory and toilet in 
each room. (The establishment of private rooms al- 
leviates the problem of male-female admissions.) A 
central lounge contains a television set, easy chairs, 
tables, and light reading materials. A 
kitchen is available for snacks. A small utility room 


provides equipment for x-ray and preoperative prep- 


aration. 


FUNCTION 


One R.N. heads the unit with the help of an aide 
and maid service is similar to that in hotel accom- 
modations. All patients in the self-service unit take 
care of their own simple medical needs. All patients 


are ambulatory in relation to cafeteria meals, x-ray 


self-servi 


COSTS TO PATIENTS 
Manchester Hospit 


when the 


} 


omciais hop 


point 


1 on the 


a patient will be base 


treatment the patient receives 


moves from special to yuTINE 


to self-service care, he should pay less 
and less. At present, tl harg for 
1S based the 


That 


patient 


the special care unit 


patient's “ultimate destination 


means at if he is a private 


who will occupy a $21 per day room 
when he can be moved to routine care, 


he pays $21 per day 


If he is a ward patient, he 


in the special 


care unit 


pays the ward rate—and no more 


Special care patients save money by 


receiving the best kind of “private 


duty” care without having to pay extra 


for private duty 
The self-service 
tunity tor the 


Patients now pay $8 per 


nurses 


unit offers oppor 


most dramatic 


day and, as 


Savings 


52 


SELF-SERVICE UNIT 


studies, laboratory examinations, and so forth 
tine instruction sheets are furnished the patients in 
regard to clinical studies to be carried out. 


REMARKS 


short-order 


of patients admitted to this unit rests with the 


ing physician. 


The location of the self-service unit must | 
that it will discourage the possibility of acute ad- 
missions to this area. In this instance, it is situated 
adjacent to the hospital in a converted nurse dorm- 


the hospital. 


Mr. Thoms is con 


j 


vinced that costs can be reduced still 


ier since it will be less expensive 
16 patients, for 
for eight. Even 


as many as 5U to 


10 per cent of the inpatients will bs 


occupying beds in the self-service unit 
r d 


MEDICAL STAFF AND TRUSTEES 


Establishment of the Progressive Pa- 


Care unit was not just a matter 
of physical rearrangement of the hos- 
pital to provide space for the special 


Mr. Thoms 


it Was 


care and self-service units 


realized from the start-—and 


borne in upon him increasingly as 
plans progressed—that the people in 
t : 

volved in any such endeavor determine 
its success or failure. When people are 
convinced of the rightness of a project, 
able to work 


they seem always to be 


out the “things 

In this case, the people Mr. Thoms 
had to convince were the members of 
the medical staff and the trustees. The 
first group of doctors he approached 
the nine-man committee referred to 
previously—was surprisingly enthusi- 
astic. Dr. Diskan, Dr. Lane Giddings, 
the pathologist, and Dr. Howard Lock- 
ward, among others, could see all kinds 
They un- 
objections 


of benefits in the 
dertook to 
their colleagues on the staff might have 

and they were sure there would be 


project 


overcome any 


objections. There were 


[The admission of patients to this area 1s 
or less experimental until common usage gives an 
evaluation of the types of patients best suited for 


Rou- 


more 


self-service care. The final decision on the categories 


ictend- 


such 


itory and is thus properly separated from the rest of 


patients COUIC Pe 
on the special care 


with private duty 
that patients wi 


service unit on the 


werent ‘getting what they 


ing for.” Others thought tl 


who had received intensive 


special care unit wouldn't | 


with anything less when y were 


they d 


moved along to the routine 


be spoiled by it. Still another objec 


tion was that patients we 1 resent 


being shifted from one ut to an 


other 


The anesthesiologists co 
special care unit only as an 


room 


ment on their beloved rec 


and dug in their heels ac the 


pros 


pect of having it taken fron 


them. A compromise was reached on 


this issue. Although the large recovery 


room was, indeed, worked into the 


special care unit, a smaller postanes 
thesia room has been set aside for im 


until 


mediate postoperative patients 


they are ready to be assigned to either 
special or routine care 
were 


One by one, the objections 


overcome and, always, Mr. Thoms and 
the special committee pounded away 
at the point that the doctor and only 


the doctor would dictate which pa 


tients were to be admitted to the vari 
ous units, what kind of care they would 
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when they should be trans 
from one unit to another, and 
It was emphasized that no doc- 
the staff “had” to admit his 


the special care unit and 


doctor, was 


patient or 
1 into doing any 

r| powered sales 

one glorious barracks 
Diskan recalled glee 
medical Stat solidly 
‘ram so that the board 


he 


r the meet 


whom Mr 


Thoms reported happily that the med 
ical staff was “entirely in favor of the 


plan 
j 


To his horror, he was intormed, 


frostily, that the staff was nothing of 
the kind that various doctors had 
called trustees to protest the idea 
There was nothing for the administra- 
tor to do but call another meeting of 
staff and find out how many doc- 
been overcome with second 
t most particularly, why 
hadn't confided their worries in 
Dr. Diskan’s committee and Mr. Thoms 
instead of the trustees. This time, they 
got it all straightened out 


1, <CtTOrs, 


SPECIAL CARE UNIT 


some pointed questions they wanted 
to have answered before they were 
ready to go along with the project 
They were not at all sure how the 
community would react. In fact, one 
trustee reported that a leading citizen 
had roundly denounced the whole 
scheme as “socialized medicine An- 
other fear was that patients in the 
self-service units might be injured 


crossing to the hospital. The trustees 


did not want the hospital to be thought 
negligent of the welfare of any group 
of patients even though they were con 
sidered well enough to get around 


safely by themselves 


Once they were convinced that their 


NURSING ROUTINI 


rhe following routine will be followed on all pa- 
tients in special care unit having designated doctor's 
order—"$.C.U.” 
1. Departure from the routine will be by written 
order of a doctor. 
Weigh patients daily, at same period each day. 
Intake and output totals will be for a 24 hour pe- 
7 a.m. instead of the midnight to 
midnight schedule now employed. 


riod ending at 


Intake and output records (daily and summary) 
will be made and maintained accurately on all 
patients. 

rhe volume, specific gravity, and pH will be taken 
and recorded on all urine specimens. 

Each patient will be seen every two hours at 
which time the following will be accomplished: 
(1) Vital signs 

pressure 


pulse, respiration, and_ blood 
will be entered on appropriate 
form. Temperature taken and recorded every 
four hours. 
Record volume of L.V. fluid run in during 
two-hour period. 
Record the volume, specific gravity, and pH 
of urine for two-hour period if patient is on 
catheter drainage. 


CHARTING 


1. Daily and summary intake and output and vital 
sign forms will be kept by each bed. There is 
also a space on the vital sign forms for all nurses’ 
notes and medications given which are to be 
entered at the appropriate time. These forms 
will become an official portion of the record 
when a patient is transferred from the special 
care unit. No other nurses’ notes or vital signs 
are necessary. New daily Intake and Output 
sheets and Vital Signs forms will be added to 
the existing forms by the bedside daily. The 
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old ones will be kept at the bedside. 

Charting will routinely be done every two hours 
at the time of the nurse’s rounds. 

When an I.V. is started, the material in the 1.V. 
will be written in under “Parenteral.”’ Calibra- 
tion slips will be affixed to each LV. bottle, mak- 
ing it simple to mark off the calibration slip 
every two hours and thereby know and enter 
the volume of I.V. fluid run in during the two 
hours. This will be charted under ““H.O.”’ When 
the I.V. is finished, enter the constituents of the 
I.V. in the proper columns, i.e. H,O, calories, 
Na, and so on. 

The same procedure will be used for “blood, 
albumin, and so forth.” 

Appropriate space is allotted for entering the 
two-hour urine volume, specific gravity and pH. 
A running total of the urine output should be 
entered under “Total,” as in the present intake 
and output procedure. 

Oral intake will probably be slight in this unit, 
but there is space provided for entry of oral 
intake on the form. 

There is space on the Vital Signs form for the 
q. 2-hr. vital signs to be recorded, and also nurses’ 
notes and medications as indicated. 

Emesis volume and stool volume, if liquid, or 
a simple mark if solid, are entered in the proper 
columns as has been the usual practice. 

The daily chart will be totaled at 7 a.m. at the 
bottom of the form. 

At 7 a.m. the summary sheet will be filled in 
using the same figures from the daily total on 
bottom of daily Intake and Output chart. 
Laboratory work will be entered by M.D.’s on 
the summary form. 

A wall chart will list the constituents of the 
various I.V. solutions and added materials. (Elec- 
trolytes are in milli-equivalents.) 





PATIENTS’ COMMENTS ON SELF-SERVICE UNIT 


“Crowell House is truly an ingenious idea to care for diagnostic 
patients as well as convalescents. The fact that no one staying 
at Crowell House is ‘sick’ in the true sense of the word means 
that everyone is in a cheerful frame of mind. Actually, I felt 
more as if I was on a vacation than a patient in the hospital!” 


There are one or two areas that require constructive criticism. 
First of all, I would strongly urge that immediate consideration 
be given to the installation of showers and/or bathtubs at Crowell 
House. Anyone who remains there more than two days would 
really appreciate the additional convenience. A second area of 
criticism concerns the cafeteria. Some of my meals were adequate, 
and some portions of those meals even good, but the average 
across the board left something to be desired.” 


Crowell House is an excellent, progressive step in hospital admin 

istration; it is comfortable, pleasant and, even more important, 
economical beyond belief. Many thanks to you and your staff 
for the courtesy extended to me during my stay.” 


“Patients who were coming into the Crowell House for examina- 
tions were also saying what a perfect idea for the person whe 
does not need a bed to lie in all day to await x-ray, etc.”’ 


PATIENTS’ COMMENTS ON SPECIAL CARE UNIT 


“As one of the first patients in your new special care unit, may 
I say, ‘l approve’? Thanks again for making my stay as comfort- 
able as possible.” 


‘l cannot say enough about the wonderful care I received in the 
special care unit during my critical period of need. It is definitely 
the type of service a patient who has just been operated on requires 
to speed his recovery. I know that my own rapid progress was 
due to the attention I received in that unit, and then the following 
care I received from all three shifts.” 


PATIENTS’ COMMENTS ON BOTH UNITS 


“Your new intensive care unit and program are working to per- 
fection as far as I am concerned. I was moved to the Crowell 
House for my two days of ambulatory care before coming home, 
and while there met others who were very pleased with the accom- 
modations and courtesy extended.” 


“The administration should be highly commended on the won- 
derful routine given, especially the Special Service Unit where | 
really appreciated the special care given me. My last few days 
at the Crowell House were so enjoyable and everyone makes you 
feel right at home.” 


tears on all scores were ground 
the trustees rallied nobly around ti 
administrator and voted to spend §$ 
000 for the remodeling of Crow 
House, which had formerly been 
as a nurses residence, into the 
service unit 

During the planning, Mr. Th 
and some of the doctors visited var 
hospitals in the East which had 
augurated intensive nursing care ul 
to learn how they were handled 
what special problems had turned 
in connection with them. At all 
pitals they were cordially received 
given an opportunity to find out I 
the doctors and nurses really felt at 
the units. In one institution they to 
vat only about 12 out 
aside for intensive ca 


being used becauss 


was not at all sold 


another the nurses had 
quashed the whole project by 
out on it 

After each trip, the visitors ret 

Manchester with new ideas 
the firm conviction that they 
the right track in working out 
tegrated plan of progessive care 


than settling for just one special 


NURSING 

Second only to the 
importance to the project—and it co 
be argued that they are of equal 1 
portance ire the nurses. Several qu 
tions worried Mr. Thoms in regard 
the nursing aspects of his progra 
The chief one was, of course, wot 
the nurses stand for it at all? Nurs 
in the special care unit is arduous 
the extreme and it takes a high degre: 
of skill plus an instinct for doing th 
right thing at the right time and doin; 
it fast. It is not everybody's dish 

Again, should nurses assigned 


special care receive extra pay, or wou 


there be repercussions? Who should 


be in charge of the unit and how muc 
authority should she have? Whi 
would be her relationship with th 
doctors? Who would arbitrate in cas 
ot disputes as to whose patients should 
be admitted and whose should be trans 
ferred out of the special care section 
How many nurses would be require 
to staff the special care unit and wha 
should be the proportion of registerca 
nurses to licensed practical nurses and 
aides? What about staff for the ro 
tine care and self-service units? The 
patients there have to have good nur 
ing care, too, even if they don’t need 
(Continued on Page 56) 
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SPECIAL CARE UNIT SELF-SERVICE UNIT 
¥ purities 2 i 
ye 





One of the private rooms in the “supercritical” section 
of the special care unit at Manchester General Hospital. 


Special forms for the recording of daily intake and output Typical patient’s room in the self-service unit. Each of the 
and the vital signs are kept at the end of patient's bed. eight rooms is equipped with lavatory and toilet facilities. 


Two nurses on duty in one of the four-bed wards of the Nurse on duty at the nurses’ station in Crowell House. 
special care unit, which has had a 90 per cent occupancy. A short order kitchen for snacks is shown behind her. 
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m Page 54 


given to the 


( ntinued Fre 
the intensive treatment 
critically ill 


As it 


worried about a lot of those questions 


turned out, he needn't have 


Even without the lure of extra pay 


( which they do get ) 
They welcomed the 


the nurses thought 
the idea was fine 
chance to “do real nursing again,” as 
some of One of 
the problems that faced Vera Dormer, 


them expressed it 


the director of nursing, was how to 
select nurses to work in the special 
care division without hurting the feel- 
ings of those not chosen. Her choice 
for head of the unit fell upon Anne 
Gilbert, who has been on the hospital's 

) 


nursing staff for 22 years. The selec- 
tion met with approval all around 
Like Mrs. Dormer herself, Mrs. Gilbert 
is a friendly soul who gets along fine 
with everyone, but can also put her 
foot down heavily when a heavy foot 
seems to be indicated 

Mrs. Gilbert, who is on duty 

a.m. to 3:30 p.m., has full charge 


trom 


of the floor and makes all 


ments when a doctor requests that a 


arrange 


patient be admitted or transferred to 
the special care unit. After the patient 
is safely in his bed, the family goes to 
the regular admitting office to give 
his history and arrange for payment 
If all beds are full and the case is 
emergent, the staff doctor and Mrs 
Gilbert discuss the possibility of trans- 
terring another patient. This, of course, 
requires the permission of that patient's 
physician. If there is any question about 
whose patient goes or stays, the two 
staff doctors settle it between them- 
selves or, it necessary, refer the matter 
to the chief of the respective staff sec 
tion for decision 


All patients admitted to the unit are 


given the special nursing care outlined 


in the chart at the bottom of page 


33. Special daily and summary intake 
and output and vital sign forms have 


been developed by Dr Lockward to 


facilitate the record keeping These 


forms, which are kept at the patient's 


bed, become an official part of his 


record when he is transferred to an 


other unit 
The staffing pattern worked out for 


the 27 bed special care unit is as fol 


lows 


D.71.. Five R N S, 


} 


AaDl 4 te! 


three aides, and one orderly 


3:30 p.m b.m.: Five R.N.'s 


and two aides 


p.m. te 7 a.m Four R N S and 


two aides 
The self-service unit is in charge of 


a registered nurse, with another R.N 


for relief periods, from 7 a.m. to 4:30 
p.m. On the evening and night shifts, 
a licensed practical nurse is in charge 

All of the nurses and aides selected 
for service in the special care unit were 
given an intensive training course by 
Mrs. Dormer before the unit opened 
Nursing turnover being what it is, 
staffing will probably always be a prob- 
lem but Mrs. Dormer and Mrs. Gilbert 
are confident that, one way and an- 
other, they will be able to keep the 
nursing group on the unit up to stand- 
ard, both quantitatively and qualita 


tively 


WHAT HAPPENS NEXT? 


Only 
families 


he yW 


will tell patients, 


time 


their and friends—and the 


community—will react to Manchester's 


Progressive Patient Care program, al 
though the comments already received 
(some of which are presented on these 
that the reaction is 


pages) indicate 


Crowell House, 
the self-service 
unit of Manchester 
Memorial Hos- 
pital, was a 
nurses’ residence. 
It was remodeled 
to house eight 
self-service pa- 
tients and officials 
wish it were large 
enough to take 
care of sixteen. 


generally favorable. Another index of 
the success of the program is the fol 
lowing résumé of the occupancy of 
both the special care and the self-serv- 
ice units since the opening and _ the 
types of cases cared for 

The special care unit has had an oc- 
cupancy of 90.6 per cent in the super 
with 66 surgical and 


critical zone, 


29 medical cases. Surgical cases in 
cluded hysterectomy, radical mastect- 
omy, bowel resection, Zastric resection, 
cholecystectomy, vaginal repair, splen 
ectomy, thyroidectomy, groin resection, 
appendectomy, amputations, compound 
fractures, hip nailing, diaphragmatic 
hernia, ureteral lithotomy, transurethral 
resection, and nasal _ reconstruction 
Medical cases were cardiac, pneumonia, 
acute pancreatitis, bronchial asthma, 
gastroenteritis, bleeding ulcer, expo 
sure from water immersion, and G.U 
bleeding 

The 


been 


rate on the unit has 


Three 


mortality 
very low patients have 


died: one of congestive heart failure, 
one of coronary thrombosis, and one 
of cardiac decompensation with bron 
cho-pneumonia 

The eight-bed self-service unit has 
had 84 per cent occupancy. Sixty-five 
patients were direct admissions to 
Crowell House; the diagnoses included 
ibdominal pain, pyelitis, colitis, rectal 
bleeding, iritis, headaches, renal dis 
ease, gastritis, hip injury, fever, acute 
gallbladder, hypertension, lymphadeni 
tis, and erythema nodosum. Transfers 
from the hospital numbered 16 pa- 
tients. Of these, some were diabetics 
and the rest were recovering from ul- 
cers, pneumonia, lacerated hand, chole- 
cystectomy, herniorraphy, radical mas- 
tectomy, thyroidectomy, hysterectomy, 
and colon resection 

Mr. Thoms is firmly convinced that 
the medical staff will be the deciding 
factor. If the doctors believe in the 
program, they will be able to interpret 
it to their patients and persuade them 
of the benefits it offers. If they don’t 
believe in it, the whole program will 
fall apart—"“and if it’s going to fail, 
we might just as well find it out now 
and forget the whole idea,” he phi 
losophized to a reporter 

Obviously, he doesn’t think it’s going 
to fail. On the contrary, he thinks that 
the Manchester plan properly carried 
out (and that means having the time 
and money to give it a fair trial) can 
have a significant influence on the de- 
and equipment of hospitals, as 
and 


sign 


well as on administration 


their 
management 
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Audit Shows Hospitals Where They Stand 


This new method of organizing medical audits puts the 


evaluation of patient care on a practicable basis and gives 


a maximum of useful information for a minimum of effort 


ROBERT S. MYERS, M.D. 
VERGIL N. SLEE, M.D. 


yeginning of written 
has 


stan 1 


know that man 


ee 
taDits!i 
oO 
attainment 


In industry and 


] 
nas been eminently success- 


ors: in medicine 


1 1 
littie progress 


s. This does 


physicians have not been 

of 
incient 
] 


1S 


Of patients 
cana 

ical literature abounc 
t the treatment of dis 
reasons for success ofr 
treatment 


What it 
} 


mean is that methods for routine 


sucn 


widespread evaluation of the per 
have lagged 


ince of physicians 


behind other scientific achieve 


Without 


been 


ments exception, previous 


me thods have 


sporadic in na 


ture, limite 1 in scope, burdensome to 
the physician, and uninformative in 
content 

With the hope of devising a method 
that would be useful to the medical 
profession and hospitals in the con 


tinuing evaluation of patient care, the 


Dr. Myers director of the 


College of 


assistant 


American Surgeons and treas 
Commission on Professional 
Activities, Inc. Dr 


Professional 


urer of the 
H S] ital 
of the Commission on 
Activities, Inc 


and Slee is 
lirector 


and Hospital 
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American College of Surgeons, in co- 


operation with the Commission on 


Professional and Hospital Activities, 
has been engaged since 1953 in a re- 
search program* to devise a practic- 


able medical audit. The progress has 


been gratifying. The method has been 


t¢ sted and 


found entirely acceptable 
by the medical staffs of a pilot group 
of typical community hospitals, and 
the procedure has been sufficiently re- 


] 


fined to permit its release to additional 


hospitals 


AUDIT METHOD ACCEPTABLE 


Recently, following study, the Col- 
lege’s medical audit method was judged 
by the Commission on Ac- 


creditation of Hospitals as an accept- 


Joint 


able substitute for part of the activities 
of the tissue and medical record com- 
mittees, the functions of which are a 
requirement for accreditation 

The 
at an early stage that if a significant 


research project demonstrated 
amount of medical auditing were to 
be done, the medical staff of each hos- 
pital would have to do it. € onsequent- 
ly, the method developed has been 
designed to permit the audit com- 
mittee of a medical staff to perform 
medical 


an adequate evaluation of 


practices without placing an_ intoler- 


*Supported by grants from the W. K 
Kellogg Foundation, Battle Creek, Mich 


able burden upon the committee and 
the other staff members who must do 
The system developed 
College and the commission 


the auditing 
by the 
attacks certain problems important in 
this regard 

1. The staff must have an adequate 
statistical picture of its practice. The 
necessary statistical foundation is pro- 
Activity 
Profes- 


vided by the Professional 


Study of the Commission on 
sional and Hospital Activities, which 
supplies continuous statistical data to 
participating hospitals. In addition, the 
disease, Operation, physician and sur- 
geon indexes, provided by the P.AS., 
abstract sufficient information from the 
clinical record to aid the audit com- 
mittee appreciably in its evaluation of 


medical practices 


DON’T DISSIPATE STAFF ENERGY 

2. Be must be 
used so that auditing energy of the 
The 
system here employed takes into ac- 
count factors known to be important, 
such as death, type of surgery, type of 
medical, obstetric or pediatric prob- 
lem presented, and differences in prac- 


selection method 


medical staff is not dissipated. 


tice among hospitals and _ physicians 
as detected by the Professional Activ- 
ity Study 

3. The review of each clinical record 
must be rapid and efficient, yet order- 
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MEDICAL AUDIT 







CHECK SHEE 


e AND HOSPITAL ACTIVITIE 











































- 
| 17. COMPLICATIONS 


If present, write 
} 
1. No complications 
1; ti ‘ 
| 2. Justified come or / 
| REMARKS: (Additionel re is eaueiia ile of ha 
FIGURE 1 is a completed medical audit check sheet 


on which is recorded the evaluation of the care given a 
29 year old female, who was admitted for delivery of an 
uncomplicated pregnancy. Note that the physician-evalu- 
ator records his findings by entering digits in the code 
boxes ( 


employed are printed with the item under consideration. 


) on the form. For the most part, the codes 


rhe care of this patient was considered adequate in every 


way. The investigation was complete as indicated by the 
l’s in the boxes in Item 12. Medications were given 
properly as evaluated in Item Item 14 records that 


an episiotomy was performed with proper indications. 


rhe case did not require consultations (Item 13), the 


hospital services were satisfactory (Item 11), the hos- 


ly and thorough. To meet this need 


Medical Audit Check Sheet 


audit check sheet, } 


a 


has been for simple coding 


devised (see Figs. 1, 2 and 3 information, solves 
The clerical burden on the physi- lem. In addition, 
cian must be minimal. The medical control are delegat 
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AMERICAN COLLEGE OF SURGEONS and the COMMISSION ON PROFESSIO 
RECORD LIBRARIAN: DO NOT FILE THIS SHEET WITH PATIENT'S CHART 
L.HOSPITAL , 3 DATE OF 14, LENGTH OF! 5.AGE ON 6.SEX 17, PHYSICIAN | 8. A on 
DISCHARGE | 3.HOSPITAL NUMBER |) STAY, DAYS | ADMISSION ATTENDING | 
| or OPERATING 
month | oom } SURGEON 
aa | CBT) | Gis) | i! Calg!) 
9a DIAGNO iS en 
Pvacoanet ie — a r, bs) (blél0}*(0) 
%. OTHER SIGNIFIC we 

















Oo | 





DIAGNOSIS 
| 10, THIS chart was not further reviewed because: 

12. INVESTIGATION BY PHYSICIAN AS RECORDED (Enter code 1 for males In pels ATION 

a Adequote or not indicated 3. Excessive and menstrual history) m 
2. Insufficient 4. Inappropriate ’ 

ubs tant e nart ea Ye 

pertinent menstruc! physicai blood progress 4, Require staf 

history history findings essure hea lungs pelv rectal notes x=roys t t 

rw | = Pa - " f c r 
va “i / Au Ww / / / / / 
| 14. OPERATION © 
| P 
| BEING 
Was opePatio Was the rect 
EVALUATED fully described? procedure done’ 2 / pe / 
|} 15. ORUGS 0. Properly witht 1 ch aiver 4 A 
1. Properly giver T jiver on 
2. Improperly withhe ve IPP rot te 
anti- ¢ 

anti- bacterial ti- whole and efinitive A 
biotics chemother. na t sedot t bI ele ytes tt 

a , 
iad @ & A oOo Oo a Oo © / 


pitalization of seven days (Item 4) was adequate (Item 
16). No complications arose, and the general manage- 
ment of the case was considered adequate. 


Items 1 through 7 and the codings in Items 9 and 

(the shaded areas of the form) are completed by the 
medical record librarian since these are factual data not 
requiring the judgment of physicians. All other items 
are completed by the physician-evaluator. It should be 
noted that the patient is identified only by the hospital 


number, which is confidential within the hospital, and 






that the physician is identified by a code known only 






to himself and to the chairman of the hospital's medi- 







cal staff audit committee. 
















sroviding as it does record librarian, while the tabulation 
of the necessary of the audit committee's findings and 
part of the prob preparation of permanent records are 
certain coding and done by punch card methods in the 
ed to the medical offices of the commission in Ann 
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MEDICAL AUDIT CHECK SHEE 


AMERICAN COLLEGE OF i. and the COMMISSION ON PROFESSIO 


L AND HOSPITAL ACTIVITIES, INC, 


RECORD LIBRARIAN: DO NOT FILE THIS SHEET WITH PATIENT'S CHART 





1.HOSPITAL| 2. DATE OF 
ote eg 





| 
m4 
| cemeea! oom | 
psi) | (2) 6) 
" EVALUATED p 
%. OTHER SIGNIFICANT* 7 ‘0 
DIAGNOSIS not 





10, THIS chart was not furth 


| 
- += = —-- 

| 12, INVESTIGATION BY PHYSICIAN AS RECORDED (Enter code 1} for males in pelvic 13. CONSULTATIONS 

1, Adequate or not indicated 3. Excessive and nstrual histor 
| 2. Insufficient 4, Ineppropriate = y} 1. None necessary | 
2. Desirable and recorded 
substontiating « No record in chart reasonable 3. Desirable but not recorded 
| pertinent menstrual phys progress special 4. Required by staff rules and 
| history history Finding . e heart 1% pelvic recto! notes x-rays laboratory studies . 


2)@ B Mma w@ fa 


14, OPERATION ‘ 





Sate OF} 5.AGE ON 
3.HOSPITAL NUMBER STAY, DAYS | ADMISSIO 


Ge) Bl ir = 


Colonna Jel Abiauf race cr : Sarat ers 


6.SEX 17. PHYSICIAN | 8. 
ATTENDING | , 
or OPERATING | 


GEON | 2 € 





yency-not properly classifie 
YSPIFAL SERVICES AND PAVIEN 
Combination of 


potient ond 





4 Nusting not satisfoc tory 





recorded 
Tl fal fal 5. Required by stoff rules (3) 
iL Zz cS [Z] and not recorded 


Was operation justified? 
aisI7).71z J} 1. Yes 2. No 


| Was surgery improperly withheld 





| 
| 
| BEING * =a ¢ 
| , px_eq| by medical stoff? 3. Yes 
| Was the correct 1, Yes{ ] 
EVALUATED procedure done? 2. N Lf) Was operation refused? 4. Yes =! 
—s 
DRUGS T, J 7 e * not odequote | 
| 15. Properly witht © much given ‘4: Gieek alien 16, HOSPITALIZATION réahahattitey of 
1. Properly given . Mon Hittle giver contraindicated ]. Adequate 1, Physicion 
| 2. Improperly withhel 2 en inappropriately 2. insufficient Surgeor j 
anti- oxygen 3. Excessive ry — | 
ail a - 4. Laboratory 
anti- boc teria! cardia anti- whole fluidsand definitive | 4. inappropriate 5. Operating room 
biotics chemother. no edotives yulators agulants blood electrolytes therapy 5. Delayed 6. Social circumstance 
A . - " om — niet 6, Delayed 2or3 ? Poti ent request 
14) | i if) ¥ 8. Ir ~ 
5) Ke) l 2 \O 2. 7) ve iO} | " ee et 7 
J 9. Other ee | 
17, COMPLICATIONS 18._ DEATH Evaluation 19. GENERAL MANAGEMENT 
If present, write 13 wella le: Typ 7 autopsy OF PATIENT 
yee 1, Exceptional (reserved for 


lot justified 


plications / the 


1. No complicotions 
2. Justified complications 


REMARKS; 









(Additional remarks are written on the reverse side of the —_— copy. 


wot 7 
4. Probably justified=-nc topsy 2, Adequate 
5. Probably not ified-coutupsy 3. Foir 
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ttee opinion. 
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FIGURE 2 


FIGURE 2 records the evaluation of care for a 36 


year old female in whom a preoperative diagnosis of 


ovarian cyst was made. This case was reviewed by the 


audit committee in its evaluation of primary appendec- 


tomies, since the surgical procedure which originally 


was scheduled as a oophorectomy actually resulted in ex- 
ploration, with incidental removal of the appendix. The 


diagnosis of pregnancy was established at surgery. Gen- 


Arbor, Mich. The 
ports prepared by the commission have 
the added advantage of displaying the 
iudit data lucidly so that features of — the 
hospital practice which are not evident 
in the consideration of single cases to be avoided 
may be clearly seen 

Medical auditing is properly di 
rected toward evaluation of clinical inter-hospital 
practices rather than of clinical prac 
titioners. The College's system has an _ basis 
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tabulations and re educational orientation. As such, it 
becomes a_ stimulating 
educational program revolving around 
physician's own 
treating patients rather than a chore 
This positive approach 
is emphasized and enhanced through 
the preparation by the commission of 
comparisons of audit 


data on a confidential and anonymous 


eral management of the case was designated as poor 
because investigation was felt to be insufficient, con- 
sultations which would have been desirable were not 
obtained, and the operation was not considered justified. 
In addition, antibiotics were given postoperatively, as 
indicated by the code 5 in Item 15, although there was 
no valid indication for their use. Narcotics, sedatives, 


and fluids and electrolytes were properly given. 


In actual practice the College’s med 
postgraduate ical audit method works this way: All 
hospitals participating in the audit 
experience in program audit a basic core of clinical 
records. This is done in accordance 
with a schedule developed with the 
assistance of an advisory audit com- 
mittee of physicians from the medical 
staffs of participating hospitals. In 
1957, tor example, the schedule re- 


(Text Continued on Page 62) 
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4.LENGTH OF 
STAY, DAYS 











1 (optional ) 
‘assified 
tly classified 
classified 
classified 








9a. DIAGNOSIS BEING* 
EVALUATED 


%. OTHER we” 2 
DIAGNOSIS 


10, THIS chort was not nates Draheln because: 


ORRIN 
er 


72. INVESTIGATION BY PHYSICIAN AS RECORDED 

1, Adequote or not indicated 3. Excessive 
2. insufficient 4, Inappropricte 
substantiating 5. No record in chart 
physical 
findings 


(2) 


blood 
pressure heart 4 pelvic rectal 


2) 


pertinent menstruol 
history history 
14, OPERATION® 


BEING 


EVALUATED 
15, DRUGS 


Was operation l. Yes | 
fully described? 2. No 


3. Too much given 
4. Too little given 
5. Given inappropriotely 





0, Properly withheld 

1, Properly given 

2. Improperly withheld 
anti- 
onti- bocterial 
biotics chemother. 


narcotics sedatives 


i! "i 1) " 
17. COMPLICATIONS 


if present, write in os well as code: yf 


anti- whole 
coagulants blood 


(0) 


cardiac 
regulators 


= 


}) 


EATH 
- 
Uperative-surgery 
. Operative-anesthesia 
. Post-operotive-surgery 


a. 
1, No complications 
| 2. Justified complicotions 


REMARKS: 


Cause Sy haath: , 


a . - Maternal, 
3. Not justified 6. Adverse reaction to d 


complications 2 


ther 


reasonable 


progress 
notes 


Was the correct 
procedure done? 


6. Given when 
contraindicated 


st- operative-onesthesio 
ther than | to 4 
4g therapy fap! 


(Additional remarks are written on the reverse side of the hospital copy.) 


“HOSPITAL SERV ACES AND PATIENT 
. Satisfactory . Combination of 
Lab not satisfactory potient and 

. X-ray not sotisfactory hospi ta! 

. Nursing not satisfec tory 

. Combination of above 
. Patient or family not 


21dlo}e(5) 


cooperative 


(Enter code 1 for males in pelvic | 13. CONSULTATIONS 
and menstruol history) ene 
. ecessary 
2. Desirable and recorded 
3. Desirable but not recorded 
4. Required by staff rules and 
recorded 
5. Required by stoff rules 
_____and not recorded 
] Wes operation justified? 
1. Yes 2. No 
| Was surgery improperly withheld 
Yes by medical stoff? 3. Yes 
2. No i Was operation refused? 4. Yes 
16. “HOSPITALIZATION If not adequate, 


4 wereving of: 
. Adequote « Physician 
. Insufficient 2 Surgeon 
oxygen | 3. Excessive > dl 
fluids and definitive | 4. Inappropriate 5, Operating 
* ‘ 9 room 
electrolytes therapy . Delayed 
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6. Social circumstance 

7. Patient request 
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Evaluation: 

Justified-autopsy | 
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| 19. GENERAL MANAGEMENT | 
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OF PATIENT 
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special 
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1. Exceptional (reserved for 

2. Adequate unusual patients) 
. Probably not juttifled-no autapsy 
7, Not justified-outopsy 


3, Fair 
Not justified-no outopsy 
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Any grode below 2. requires 
Write immediate couse of 
deoth & ‘'due to"’ in remarks 


=p | committee opinion. 














FIGURE 3 


FIGURE 3, the ot 
check sheet for a medical case, and FIGURE 
ing the Medical Audit Summary, are presented together 
Each horizontal line on the 


which illustrates use the audit 


{, illustrat- 


for purposes of reference. 
Medical Audit Summary represents information about 
one patient as recorded on the Medical Audit Check 
Sheet. For convenient reference the case reviewed in 
Illustration 3 has been recorded on the summary on the 
2 and 3 of the summary are shown 


in Items 9a and 9b of the check 


first line. In columns 
the diagnoses found 
sheet, myocardial infarction (420.1) and diabetes mel- 
litus (260.0). 

Meanings of the diagnostic and operative codes must 
be sought in the medical records department. Codes for 
the other information in the summary may be determined 
by reference to the table of explanation, FIGURE 5. 
The check sheet may also be used for reference if one 
bears in mind that findings representing “adequate care” 
are not printed in the summary; the printing of compli- 
ments or criticisms only avoids cluttering the page. Fail- 
ure of the reviewing physician to complete the check 
sheet is recorded in the summary by the printing 
code 9, as for example in the investigation area for 
the last case shown in the sample summary (columns 
7, 10 and 12). 

Columns 4 and 5 record, from Items 6 and 5 of the 


Col- 


reflect 


check sheet, that this was a female, 76 years old. 


umns 6 through 17, concerning investigation, 
Item 12 of the check sheet, and the fact that they 
blank in the summary means that the investigation was 


In column 18, the length 


are 


considered entirely adequate. 
of stay of this patient is given as 18 days. Since there 
is no criticism of the hospitalization of this patient and 
no surgery was performed, columns 19 through 24 are 
blank. 

Drugs and treatments, coming from Item 15 of the 
check sheet, escaped criticism in columns 25 through 
33, since the 1’s indicate drugs properly administered 
and blanks are drugs properly withheld. The justified 
complication, broncho-pneumonia, recorded in Item 17 
of the check sheet is reflected by the 2 in column 34 of 
the summary. That this was an infection may be inferred 
from the summary alone from the use of antibiotics as 
recorded in column 25. The death was a medical death 
(7 in column 36), and although no autopsy was ob- 
tained it was considered to be justified (2 in column 37). 
Hospital service was not criticized (column 41) and no 
evaluation was made of the admission as may be deter- 
mined from the 9 in column 42. Greater detail, of course, 
must be sought in the clinical record itself, which may 
be located through reference to the hospital number as 
recorded in column 38 (Item 3 of the check sheet). 
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EXPLANATION OF MEDICAL AUDIT SUMMARY CODING 


umn No 

GENERAL MANAGEMENT OF 
PATIENT 

1. Exceptional (reserved for \ 
al patients 

Blank 

3. Fair 

4. Poor 

9. Reviewer's omission 

Any grade below 2 
mittee opinion 

DIAGNOSIS BEING EVALUATED 

Coded by International Code 

OTHER SIGNIFICANT DIAGNOSIS 

Coded by International Code 

SEX 

1. Male 

2. Female 


Adequate 


requires com 


AGE (given in years 
INVESTIGATION BY PHYSICIAN 


Blank. Adequate 
Insufficient 


or not indicated 


2 
3. Excessive 

4. Inappropriate 

5. No record in chart 
9. Reviewer's omission 


HOSPITALIZATION LENGTH OF 
STAY (given in days 


HOSPITALIZATION EVALUATION 


Blank. Adequate 
Insufficient 
Excessive 
Inappropriate 
Delayed 
Delayed + 
sive 

9. Reviewer's omission 

HOSPITALIZATION RESPONSIBIL 
ITY 
Physician 
Surgeon 
X-ray 
Laboratory 
Operating room 
Social circumstance 


insufficient or exces 
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Column 


No 
Patient request 
8. Hospital request 
9. Other 


OPERATION (Coded by 
code 

OPERATION FULLY DESCRIBED? 

Blank. Yes 

2. No 

9. Reviewer 

OPERATION CORRECT PROCE 
DURE? 

Blank. Yes 

2. No 

9. Reviewer's omission 

OPERATION JUSTIFIED? 

Blank 

2. No 

3. Surgery improperly withheld by 
medical staff 

4. Operation was refused 

9. Reviewer's omission 

DRUGS AND TREATMENT CODES 

Blank. Properly withheld 

1. Properly given 

2. Improperly withheld 

3. Too much given 

4. Too little given 

5 

6 


Star 


aord 


S$ Omission 


Yes 


Given inappropriately 

. Given when contraindicated 

COMPLICATIONS 

Blank. No complications 

2. Justified complications 

3. Complications which were 
justified 

9. Reviewer's omission 


not 


. CONSULTATIONS 


Blank. None necessary 

2. Desirable and recorded 

3. Desirable but not recorded 

4. Required by staff rules and re 
corded 
Required by staff rules and not 
recorded 
Reviewer's omission 


(Form 121-57) 


Column No 


36. 


DEATH TYPE 

. Operative-surgery 
Operative-anesthesia 
Postoperative-surgery 
Postoperative-anesthesia 
Maternal, other than 1 to 4 


| 
La) 


Adverse reaction to drug ther- | 


apy 
7. Other 
DEATH EVALUATION 
. Justified-autopsy 
. Justified-no autopsy 
. Probably justified-autopsy 
. Probably justified-no autopsy 
. Probably not justified-autopsy 


. Not justified-autopsy 
Not justified-no autopsy 
Reviewer's omission 


HOSPITAL NUMBER 


SONA WMA WH — 


MONTH DISCHARGED 


The first nine months are numbers, 


. Probably not justified-no autopsy | 


and the months of October, Novem- | 


ber and December are O, N, D, 


respectively 


YEAR (Last digit shown 


HOSPITAL SERVICES AND PATIENT | 


Blank. Satisfactory 

2. Lab not satisfactory 

3. X-ray not satisfactory 

4. Nursing not satisfactory 

5. Combination of above 

6. Patient or family not cooperative 

7. Combination of patient and hos- 
pital 

9. Reviewer's omission 


ADMISSION EVALUATION 


Blank. Elective-properly classified 
2. Elective-not preperly classified 
3. Emergency-properly classified 
4. Emergency-not properly  classi- 
fied 
Reviewer's omission 





Medical Audit 


(¢ ontinued From 59) 


Page 


quires auditing of all deaths on a cur 
rent basis, plus the auditing, during 
the first a representative 


series of primary appendectomies; dur 


quarter, of 


ing the second quarter, a representative 
series of premature infants; the third 
quarter, diabetes patients, and in the 
fourth quarter, complicated deliveries 
will see a 


In addition, each 


detailed study of 


year 


more two groups 


of patients, such as coronary occlu 


sions, hysterectomies, bleeding duo 
denal ulcers, or wound complications 
selected because of their clinical im 
portance. In these special evaluations, 
additional clinical details are recorded 
by the audit committee and analyzed 
in a modest type of clinical investiga 
tion. The total patients embraced by 
this schedule will ordinarily 


and 8 per cent of all of 


represent 
between 
the hospital's discharges and will not 
Medical staffs 
are, of course, given the privilege of 


as dictated 


exceed 10 per cent 
auditing additional cases 


by local interest or needs 


ESTABLISHES OWN STANDARDS 


The medical staff organizes its audit 
committee in such a manner that ap- 
propriate physicians review the various 
categories of patients. For example, 
coronary occlusions are reviewed pri- 
marily by physicians doing internal 
medicine, while appendectomies are 
most often considered by those quali- 
fied in surgery. Each medical staff is 
expected to establish its own standards 
for the evaluation of care. This policy 
is essential to the success of the pro- 
gram, for it acknowledges the basic 
competence of the physician in the 
hospital, it emphasizes the educational 
nature of the auditing activity, it per 
mits the auditing to reflect current 
medical thinking, and it prevents im 
position of arbitrary standards from 
without. 

The medical auditing is done in 
meetings where discussion of interest- 
ing or puzzling cases may be carried 
out at the time the audit check sheets 
are completed. The completed forms 
are transmitted by the medical record 
librarian to the 
in Ann Arbor where punch cards are 
made and the data are processed by 


commission's offices 


business machines. 

Reports of two types are prepared, 
and returned to the participating hos- 
One ot summary 


page 


these is a 
61) of 


pitals 


(see Fig. 4, the hos 


62 


pital’s own audit findings prepared 
by the business machines in such a 
statt 
medical 


manner that the medical can 


easily see the scope of its 
auditing activity and the strengths and 
weaknesses of its medical practice, as 
judged by its own audit committee 
The second type of report is one in 
which the auditing experiences of 
the group of participating hospitals 
(whose identities are concealed from 
assembled so that 


may see how its 


are 
staft 


one another ) 


each medical 
auditing activity and evaluations com- 
pare with those of other hospitals in 


the program 


READER MAY STUDY EVALUATION 


With the aid of the explanatory 


table, the reader may examine the 


evaluation of the other nine coronary 


cases which are listed in the Medical 


Audit Summary. Although review of 


a category of cases in one hospital 


would normally concern a_ greater 


number of patients, this sample has 
been limited for illustrative purposes 
An interesting pair of cases is shown 
by the patients on lines 2 and 3, both 


$ hours of ad 


> 


of whom died within 
mission: The 
found to have been adequately man- 


patient in line 2 is 


aged as shown by the blank in column 


1, while the patient on line 3 was 


shown by the 
The 


columns 6 


poorly managed, as 


4 printed in column | investi 
gation by physician in 
through 17 appears to have been in 
sufficient or not recorded in both cases 
However, while the treatment of the 
patient on line 2 was adequate as 
recorded in columns 25 through 33, 
the treatment of the patient on line 3 
was not, as can be seen from column 
29 where the code 5 means the in 
appropriate use of a cardiac regulator 
A further criticism was leveled at this 
case in column 35 where the 5 signi- 
fies that consultation mandatory under 
the staff regulations was not obtained 
These criticisms seem to explain the 
difference in the general evaluation of 
the two cases. They also show the 
emphasis given by the auditor in his 
over-all evaluation to the attending 
physician’s treatment and his failure 


to adhere to his own staff regulations 
The patient described on line 7 was 
handled skill as 


shown by the 1 in the first column. 


with exceptional 
This classification is reserved for un 
usual this 40 year old 
male the second diagnosis was shock 
(782.9) 
ousness of the case at admission and 


patients. In 


It is apparent that the seri 


subsequent good investigation and 
treatment inclined the evaluating physi 
cian to compliment the care given in 
this instance 

The inter-hospital comparisons, 
which have not been illustrated here, 
enable any hospital to compare itselt 
with other participating hospitals in 
the evaluation of specific facets of Care, 
as for example 

l. Length of stay and adequacy of 
and 


hospitalization for any age, sex 


disease condition 
2. Completeness of the diagnostic 


of groups of patients 


investigation 

similar in diagnosis or treatment 
3. The justification for surgery 

i. The adequacy of significant drug 


with 


therapy tor groups of patients 


specinc diseases or 
5. The 


justifications 


Ope rations 


types of deaths and their 


NEW METHOD HAS LOGIC 


This new method of medical audit 


puts the evaluation of patient care on 
and practicable 


a logical, scientific 


basis. Specific virtues of the approach 
are 

1. It is comprehensive in scope; 
essential features 


(hospitalization, investigation and 


it evaluates the three 


treatment) of the care of any hospital 
patient, medical, surgical, pediatric or 
obstetrical 

2. It yields the maximum of use- 
ful information with the minimum 
of effort by the medical profession. 
A limited number of records of dis 
eases and operations are selected for 
evaluation by the hospitals’ medical 
audit committees; this relieves the staffs 
ot the 
time and energy in an impractical, per 
review of 


senseless dissipation of their 


functory and ineffective 
every discharged patient's record 

3. It affords participating hospi- 
tals a comparison of the variations 
in the diagnosis and treatment of 
identical diseases. Together with the 
P.A.S. the medical audit provides com 
parative data not before attainable 

4. It stimulates the reviewing 
physicians to examine and discuss 
their criteria of evaluation. Stand 
ards for evaluation are not imposed 
from outside the group but developed 
within it 

5. It is not punitive in intent, 
but is designed to facilitate the post 
graduate education of physicians by 
a study of their own cases and by a 


comparison with the results of other 


physicians in similar types of diseases 


and operations 
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The Right Price Is Based on Cost in Use 


The real price of any article is not first cost alone 


but what it actually costs in terms of usage, so it is 


the duty of the purchasing agent to study the usage 


life of each item in relation to the replacement cost 


LAWRENCE BRETT and ALFRED E. SCHLEF 


what you pay for 


X IC iS simply 
pra pl 


There are many prices, 


something 


but the price the hospital buyer is 


interested in 1s the cheapest unit usage 
cost of the right material at the right 


right time at the right 


place at the 


usaye cost 


purchase price. The unit 
{ ' 


or any item will vary from hospital 


to hospital depending upon physical 


out, personnel, technics, equipment 


ther factors. An item that will 


produce a cheap unit cost at one 


t 
Hospital may 


usaVve 


high unit 


produce a 


isage cost at another 


In discussing such items as hypo 


dermic needles and surgeons’ gloves 


Cincinnati 


le 


with other hospitals in the 
found wi 
On hypo 


area for example, we 


Variations in cost in use 


lermic needles, personnel from four 


hospitals were involved in one study, 
brand 


with each finding a different 


giving the lowest unit usage cost. Each 


hospital, it turned out, used a differ- 
ent technic in processing hypodermic 


needles in central supply Some pur 


chasing agents can do little or nothing 


about any price other than the pur 


the purchasing agent then 


chase price; 


is in the functional position of an 
order giver, making no important de- 
cisions. This is an organizational prob 
lem, and the responsibility for the 


situation rests in the administration 


In a well defined organization the 


purchasing agent should have clearly 


respectively, superin 


Bethesda 


The authors are, 


purchasing agent, 


tendent and 
Hospital, Cincinnati 

[his is the second section of an article by 
Mr. Brett and Mr. Schlef on the nature of 
hospital purchasing. The first section ap 


peared in the May issue of this magazine. 
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defined responsibility and authority 


One of the strongest positions 1s for 


the purchasing agent to have delegated 
authority to buy all consumable sup 
within 


prepared 


plies and capital equipment 


the limits of a carefully 
budget. At our hospital, the capital 


equipment budget originates in the 
individual department as a request for 
capital purchases for the coming year 
The 
necds and requests equipment in three 
that 1s 


operation of the de 


department head reviews the 


categories: (1 equipment 


essential to the 


partment; (2) equipment that ts help- 


ful to the operation of the department 


and will reduce labor cost, and (3) 


items that the department would like 


to have but are neither absolutely 


essential, nor will necessarily reduce 


the cost of operation 
The department heads turn their 


requests for equipment over to the 
purchasing agent. The purchasing agent 
studies all reputable manufacturers of 


Ho spital 
manufactur- 


such equipment, using the 
File, 
and 
information. The 
discussed with the department head 


Purchasing various 
sources of 


then 


ers’ catalogs, other 


results are 


and maintenance department to deter- 
mine what equipment will do the best 
job for the department and will be 
maintenance 


least difficule from the 


standpoint. The purchasing agent then 
fills in the estimated cost on the re- 
quest for equipment and takes all the 
requests to the administrator. The 
administrator reviews the requests with 
each department. If a department head 
feels that a certain piece of equipment 
can save a certain number of man- 
hours, the department head is expected 


to substantiate this by an equal reduc 


Hospitals Exempt From Robinson-Patman Act 


Some hospital administrators and purchasing agents are not aware 


that hospitals have been exempted from the Robinson-Patman Act, 


which forbids price discrimination among purchasers of the same class. 


The act was passed in 1936 but amended as follows two years later: 


nothing in the act 


. . known as the Robinson-Patman Anti- 


discrimination Act shall apply to the purchase of their supplies for 


their own use by schools, colleges, universities, public libraries, 


churches, hospitals and charitable institutions not operated for profit.” 


This amendment does not deal with or affect fair trade laws. 


Fair 


trade laws and practices vary widely from state to state today, and 


many court decisions are still pending, making it necessary for pur- 


chasers to be familiar with fair trade laws and enforcement practices, 


in addition to pertinent court actions, in their own states. 





tion in his personnel allowance. After 
the equipment is reviewed by the ad- 
ministrator and department heads and 
final decisions are made about equip- 
ment, the capital equipment budget 
is prepared and submitted to the finan- 
cial committee of the board of direc 
tors tor approval 

Following approval, the capital 
budget is then given to the purchasing 
agent, who may purchase the items 
as specified in designated quarters of 
The 


within the limits of the budget, on a 


the year items are purchased, 
competitive bid basis. Expensive items 
may be reviewed again, prior to pur 
chase, with the maintenance depart 


j 


ment, the administrator, and the de 


partment head 
There are many excellent hospital 
purchasing agents. They are good pur 
chasing agents because they have abil 
ity, education and experience, and be 
cause they have the proper organiza 
tion to use their abilities. There are 
others who have the potential of being 
excellent purchasing agents but who 
are handicapped because of poor organ 
ization of their hospitals 

Other hospitals have senior clerks 
for purchasing agents. Too many hos- 


pital administrators and boards of 


trustees have the false impression that 


a capable purchasing 
They 


they can get 
agent at a senior clerk's wages 
get senior clerks, not purchasing agents 
A hospital purchasing agent is a top 
staff executive. To get such a person, 
a salary comparable to that paid to a 
good purchasing agent in business or 
industry must be paid 

It is the duty of the purchasing 
agent to obtain the lowest wnit usage 

st for each item used. On an item 
such as thermometers, there are a num- 
ber of thermometers, priced at various 
same 


that have the 


markings, and other features necessary 


levels, accuracy, 


for accurate care. The use 
lite of 


Vary 


patient 


these thermometers, however, 


may The purchasing agent 


should have adequate records to com- 


pare the usage life of each item in 


relation to the replacement cost. An 
example ot this type of information 


is our central supply department's 


monthly report, showing an average 


replacement of 6 dozen thermometers 


per month during the last year. Two 


years ago we used a lower priced 


thermometer. These thermometers lost 


their pigment markings rapidly, and 
the replacement for an equal number 


— thermometers was 12 dozen a 


month. Thus the lower first cost was 


false economy 


The relationship between the pur 
chasing agent and department heads 
must be developed on mutual respect 


confidence and cooperation. Regard 


less of where the purchasing agent is 
placed on the organization chart, the 


way he is regarded by the administra 


| 


reflected in the way he is 


regarded by the department heads. Just 


tor will be 


as a competent purchasing agent ts an 


authority in his field, competent de 
partment heads are authorities in their 


fields. When it 


uniforms were 


was decided that new 


dietary 


department, for example, the chief d 


needed for the 
1 
eutian, laundry manager, and purchas 
ing agent reviewed the uniforms 
Samples 


were purchased. One gown was picked 


shown in various catalogs 


as being the best by the dietary de 


partment, and was to a certain degree 
laundry 


acceptable to the manager 


However, he was not entirely satisfic 
with the design, because of the num 
ber of pressings necessary. After some 
laundry was 
take the 


sewing room and moO lify it in any Way 


discussion, the manager 


| 


requested to Lown to the 


that he felt would reduce labor costs 
The laundry manager changed the col 

skirt made 
other minor changes. The dietary de 


liked the 


lar and construction and 


partment modified uniform 


Purchasing Agent Comes to the Aid of Central Supply 


— months ago, the central supply supervisor asked 
for information and help in finding « 


1 more ethcient the procedure, as 


the accompanying 


The total purchase price of the 


Use of the nylon bags has eliminated several steps trom 


| 
outline shows 


nylon bags was $12, and 


method ror washing catheters, rectal tubes, and other types 
of tubing. Among its other equipment, the central sup 


ply department has an automatic washer. With the help 


the purchasing agent developed 


of the laundry 


a system using nylon bags similar to those used for wash 


manacer, 


ing small items 1n laundries. 


OLD METHOD 


1. Receive catheter tray from floor. 
2. Remove items from tray, placing catheters and tubes 


in pan. 

3. Carry pan to wash area. 

4. Place catheters and tubes in sink, add soap and water. 

5. Wash outsides of catheters. 

6. Wash insides of catheters, using syringe to force soap 
water through tubes. 

7. Place catheters in clear water in sink. 

8. Rinse insides of catheters, using syringe to force clear 
water through tubes. 

9. Lay catheters out to dry. 

10. Place tubes in paper bags or on catheter tray. 

11. Autoclave. 

12. Return tubes to sterile side of central supply depart- 
ment. 
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it is estimated they will last two and one-half years. By 


using the new procedure, we are saving approximately 1S 
man-hours a month in the central SUP} ly de parting nt In 
addition to the actual time saved, a disagreeable job has 


been eliminated, with resulting improvement im Mor ile 


NEW METHOD 


1. Receive catheter tray from floor. 
2. Remove items from tray, placing catheters and tubes 
in nylon bag. 

3. Carry nylon bag to washing machine. 

4. Place bag in machine, add soap, turn on machine. 

5. Remove bag from machine. 

6. Place tubes in paper bag or on catheter tray. 


7. Autoclave. 
8. Return tubes to sterile side of central supply depart 


ment. 


Lawrence Brett and Alfred E. Schlef 
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buyer has enougl 


background to 
irchasing is an 


ures policy, responsibility 


nad prudence 


Specialist Dispute Cost lowa Hospitals $58,000, 
Cordes Says, But ‘We Won the Primary Issue” 


Des Moines.—The hospital-specialist harge need not | specialist 


controversy cost Iowa hospitals $58,000. field radiol or pathology, 


PURCHASING POLICY 
pensation 
juIrements ¢ illed 
uned by Mr. Johnson as 
1. Hospital patients or their legal rep- 
resentatives must sign admission agree 
ments containing a paragraph set torth 
he | supulating that pathology 
wes are medical sery 
for such services 
collected by the hospital on be 
ot physicians, by agreement. 
2. Names of doctors in charge of 
these services must be placed on hos- 
pital bills, and the bills must contain a 
statement indicating that pathology and 
radiology : s are medical services 
rendered | under the direction 
the doctor listed above and collected by 
hospital on behalt ol the doctor, 
which charges ali agreed sum will 
il months between — be retained by the hospital in accordance 
ind the lowa State Medi with an existing agreement.” 

3. The act stipulates that the doctor 
and hospital shall “mutually agree upon 
the employment of technicians” and that 

ns can Ln dismissed except 

which consent of doctor and hos 

works repor | pital 

\. Bondi, administrator of St 4. All fees charged for pathology and 

uke’s Hospital, Davenport, was elected — radiology services are to be mutually 

president of the association during the arranged by the hospital and doctor. 

onvention. He succeeded F. A. Hanson, “In the event disputes shall arise be 

lowa Lutheran Hospital, Des Moines tween the parties, the matter shall be 

bought James A. Anderson, administrator, Lu submitted to the joint conterence com 

equipment theran Hospital, Fort Dodge. was named nittee tor tinal determination,” the law 
knows president-elect stipulates. 

iso knows that Under the new law, hospitals offering 5. Hospitals should make certain that 

formal bids on pathology and radiology services must doctors in charge of these departments 


purchases have physicians in charge of these de- are carrying adequate malpractice in- 
of service will vary partments, Ray Johnson Jr.. attorney surance to cover operation of the de 


1¢ hospital, geo or the association, said im a. session parlinent “In the case of a doctor 


id other factors. devoted to interpretation of the law — performing these services gratuitously, 
measured in dol ind suggestions tor its implementation Mir. Johnson suggested, “it would seem 
tical dressing ‘In the event that any hospitals do — perfectly appropriate that the hospital 


ing 
arrange tor and pay for the premiums 


ha | 

technics used in hospitals not have doctors in charge ot these de 

on malpractice insurance covering this 
Continued on Page 182 


made by the mayor dressing partments, this must now be done,” Mr 


in example; if these Johnson explained. “The doctor u 


ne 1957 








Flexibility Made Remodeling Painless 





A “chess game” operation made it possible for this 






hospital to carry out an extensive remodeling program 






around the patients without interruption of service 







GILBERT O. LINDGREN 







NE interesting aspect of the re nate moves determined in advance. and plumbing services were brought 
habilitation and remodeling pro- The three-story south wing with through the existing concrete floors to 
gram at Trinity Lutheran Hospital, some 40 patient beds had to be gutted the floors above. Motor driven rotary 







Kansas City, Mo., has been the planned completely in order to develop the drills eliminated much noise. We 






sequence of development. Few beds new floor plan. The old patient rooms doubled some private rooms in other 






were lost to service during the period were merely boxes with no facilities parts of the hospital in order to keep 








of construction, and mo service to pa- whatever. The final plan called for toilet. up our bed complement. With excel 
tients was interrupted, yet every step facilities, a lavatory, modern nurs lent cooperation and liaison between 
of progress led directly toward the  to-patient call system, piped oxygen, the construction foreman and the 
iltimate plan. This is not to say that a built-in locker and dresser, and ducts nursing services, we moved the cut 





there were no inconveniences. The for air conditioning. This meant that — ting and drilling operations from room 






inconveniences were minimized and extensive new plumbing, sheet metal, to room through three entire patient 







made bearable by both employes and and electrical work had to be carried floors with some inconvenience, of 













patients. People are wonderful when up through the existing three patient course, but no interruption of patient 

they understand the problems and the floors to the three new floors above, care. The housekeeping staff followed 

objectives and the entire floor arrangement had up each day to keep debris and dust 
The fact that the whole hospital to be altered to provide utility rooms, cleaned up 

had to be reoriented with respect to showers, nursing stations, and so forth With these cutting operations fin 

the main entrance from the north to Alternate toilet facilities, utility ished on the first three floors, we then 

the south, that service areas and patient rooms, and nursing stations were pro- completely finished the floors from the 






areas had to be expanded, and in some vided in the newly built area between top down. When ready for occupancy, 








instances moved, made possible a chess the north and south wings so that any we moved the patients up floor by 
game operation, with moves and alter- floor could be kept in service even floor as they were completed. We then 
when construction was 1n progress continued the alterations on the first 






a ee We usually took two rooms out of — three floors from top to bottom end 
Lutheran Hospital, Kansas City, Mo service at a time while the electrical ing with the lobby and front entrance 











South elevation of Trin- 
ity Lutheran Hospital at 
the completion of the re- 
modeling when the en- 
trance had been moved 
from the north wing to 
the south. Ambulance 
entrance is at right of 
the entrance to lobby. 
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PREFABRICATED SERVICE WALL ELIMINATES MUCH MOVABLE FURNITURE 


TYPICAL 
PATIENT 
ROOM 





TOILET 


VERT. 
GRAB 
BAR 


Plans, isometric 
drawing and 
photograph show 
a typical patient 
room. Larger plan 
at right shows in 
detail the shaded 


~ VERT. 
GRAB 
BAR 


TOILET 








5 





area in small plan 
above. Far right: 
the 
actually looks to 


How wall 


a patient lying in 

















bed watching TV 


The prefabricated wall illustrated above was designed by 
the administrator to get more space about the patient's bed. 
This design added 25 to 35 more square feet of usable 
Fixed service facilities built into the 
walls include: toilet and lavatory for each two patients; 
four-drawer dresser with ledge for flowers and other items; 


space to each room. 





recessed television niche; centralized radio facilities with 
pillow speaker that can also be used for audio portion of 
TV; nurse-patient call system; reading lights; piped oxygen, 
and air conditioning ducts. 
now needed in patients’ rooms is two beds, two bedside 
tables, two overbed tables, and two chairs. 


The only movable furniture 


IN REDESIGNING THE KITCHEN, THEY FIGURED IN INCHES TO SAVE FEET 


IS true in any remodeling pro 


AS 
/ 
4 gram our big problem at Trinity 


Lutheran from the start had been the 


most efficient utilization of existing 


space. Since we often had to do more 


work in the same area, the solution to 


many of our problems lay in the study 
flow to eliminate 


of work and traffic 


motion, cross traffic, and waste 
We found, for instance, that 
the space for the operator of the dish- 


washer could be cut from 30 by 48 


waste 


of space 


inches to 30 by 30 inches and not only 
increase his efficiency, but provide a 
work area directly behind him. By 
bringing his dish table to the side of 
the loading end rather than directly in 
front of it, as we originally planned, 
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we arranged the space so the operator 


would not have to move from his 


working load the dish 


position tO 
washer 

Much of our figuring was done in 
square inches rather than square feet 
We were able 
small baker's area by one-half. We put 


the surface cooking tops in the center 


to reduce the already 


of the food preparation area, so that 
we could prepare the general diets on 
one side and the special diets on the 
other, utilizing the same equipment 
We more than doubled our working 
counter area by utilizing all outside 
walls and, in addition, acquired more 
aisle space between stoves and counters 
movement of Carts 


to facilitate free 


By eliminating hall  trafhe 


through our dietary department, we 


present 


gained still more space 
The 
planning surgery. By 


same technics were used in 
cutting away 6 
inches under a hose cabinet near the 


elevator, we got temporary storage 
space for a surgery cart, without inter- 
fering with the elevator opening. One 
of the surgery rooms has been equipped 
with an overhead tube crane for x-ray 
work; we saved space by using the 
same control unit installed for the GU 
unit in the room adjacent to it. Pa- 
thology and radiology are on the same 
floor as surgery with an intercom con- 
nection between them. This arrange 


ment is convenient and ethcient 





TRI-STATE: A_ familiar 
scene to veterans of the 
Tri-State Hospital 
bly is the jam around the 
registration desk on the 


opening day. Some 8000 


Assem 


registrants — administra 
tors, department heads 
and exhibitors 


attendance record 


set another 


How to Get More Work Out of Fewer People 
Concerns Delegates at Regional Meetings 


HE everlasting task of the admin 


istrator—how to get more work 


out of fewer people—was examined 


from every possible angle by speakers 
and audiences at the regional hospital 
conventions this spring. When the con 


ventions were over tew problems had 


been solved, perhaps, but speakers and 
audiences had exchanged a great dea 


ot intormation, and a_ littl 


WW isdom, 
ind everybody felt better. 


As it 


that was exchanged concerned hospital 


always does, the intormation 


costs and charges, which are yong up, 


ind enrollment in nursing schools, 


automation, 


the hospital, and 


which is down: 


Wy Wy 
pomy 


which is entering 


charity, which one convention speaker 
said is leaving; hospital liability, which 


is increasing, and hospital collections, 


“ hic h are dw indling 


\t this year’s conventions, there was 


accre ditation inc 


been 


less concern about 
medical staff problems than has 
apparent in other years, and more con 
cern for disaster planning; there was 
less talk about recruiting personnel and 
more about using people effectively: 
less concern about public relations and 


More ibout human heinys 
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Rising costs and charges, falling nurse enrollments, and 
the A.H.A. building program keep corridors buzzing during 
Tri-State, Southeastern, Western and Mid-West Conventions 


Peculiar to this particular convention 
year, too, was another subject of lively 
convention 


conversation, on and off 


Hoors: the building and financing 
plans of the American Hospital Asso 
A.H.A. 


imount otf the 


' , 
build 


A.H.A 


hotel 


ciation. The size ot the 
Ing, ind the 
lout, were debated hotly in 
and corridors trom Atlanta to 


Angeles With 


the debates 


rooms 


| Os ew exceptions 


however, cooled otf when 


\.H.A.’s critics and detenders met 


in scheduled convention 


SCeSSIONS. \t most ot these SESSIONS, the 


outnumbered, and = out 
] 


ICTS. 


critics Were 
talked, by the defenc 
| 


Taking time out from his assigned 
task ot relating and explaining the un 
head 
quarters building project, one ot the 


4.H.A. 


Kk. Brown of Chicago, contributed a 


recent history of the 


happy 


detenders, Past President Ray 


large share of the season's small store 


of real wisdom when he told adminis 
trators attending a personnel session at 
the Southeastern Hospital Conterence 
in Atlanta to stop trying to be mothers 
and tathers and ministers, as well as 
employers, ol hospital workers 

Why 


should we try to meet all the 


necas ima hiterest 0 


Mr. Brown asked Churches, 


] ] 


] 
Mail parks, television and the tamuly 


ire supposed to meet many ot ther 


| 


needs I he hospita organization Na 


only a tew abilities and resources: 
we satisty pust the needs that 
satisty, we wall increase the produ 
ty of our people 

\s needs 
lovers, Mr. 


1. The need for direction. For t} 


1 


that in % 

Brown istedl 

W ith traminy 

worker 
ide dl 


worker, direction begins 
Better ha h 


misdirected than undirected,” he 


2. The 


judged. The worst thing that can hay 


Mr. Brown said 


need to be evaluated or 


pen is for a worker to have the teeling 


that nobody cares whether he does hi: 


ob well or poorly, Mr. Brown pointed 


oul Too many hospital administra 


tors are atraid to criticize,” he declared 


3. The need to succeed. If the 
tails to vet 


worker recognition Tor suc 


cess on the job, he will seek Success 1 


other Ways sometimes by becoming i 
critic of the hospital organization 

4. The need to participate. “Work 
ers must be told about the goals and 


plans of the organization, so they know 
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WESTERN: Officers of the Association 
of Western Hospitals, left to right: Al- 
fred E. Maffley, outgoing president; 
Guy M. Hanner, incoming president, 
ond Melvin C. Scheflin 
For meeting report, see p 158 


executive sec 


retary 


Enfeeblement of leadership 
opposed to what is right 


Too much talk at the expense of 


action. Sonn ‘ mn yvroup pr 


| c preserves Dut thats a 
4. The authority-responsibility di 


lemma. “1 count 


The “bruising majority” that may 
Strong 


mterests 


decisions m 


Dr. Shane 


ourde 


il Wellare, 


Willful minorities. Minority in 
harm the 


adde d 


enterprise 


mas iso 
properly led, he 
Poor communication. As means 
uuproved, in 


Shane 


naneahion have 


ibility has decl 1 Ds 
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MID-WEST: Left to right: Hubert 
Hughes, Denver, retiring president; 
Bryce L. Twitty, new president, and 
James G. Carr Jr., president-elect of 
the Mid-West Hospital Association. 
For report of meeting, see page 160 


when there 


vreement, he pomted out 


8. Interruption and harassment. | 
vdmuinistrators 
wainst Cr 


work tron 


Dr. Shane cor 


Thiqqaie 


One process works im. one 


baie 1 ther PrOCESS i il 


SOUTHEASTERN: At the Southeastern 
meeting (p. 70) Robert C. Ivy was 
named president-elect. With him, |. to 
r., are President Pat N. Groner, Vice 
President Oscar Hillard, and Charles 
W. Flynn, executive secretary. 


ther mstitution, he told the yroup 


must be the judge 


| 


ana 


Phe administrator 
where to begin how tar to go 
mustnt expect too much too soon 

mouse 


Wavs Ire¢ cheese In a 


it the 1957 conventions the 


pendulum was swinging back trom the 
ipproach to administration 


}) ivschool 


that was recommended in convention 


speeches a tew vears ago, at the high 
water mark in. the hospital held ot 


group dynamics or “groupness, — as 


Dr. Shane called it at one point, lap 
sing into the pators ot the methodology 
he was warning his audience to apply 


jutiously, in homeopathic dosages. 


Tri-State Hospital Delegates Urged to 
Base Rate Structure on Service Costs 


its original, 
cieve loped that 
the stretch at 


Hos 


this vear maintained tts 


distance, the Tri-State 


Assembly 


is the adet reyviona 


mony 


hospital conventions im attendance and 


with some S000) regis 


aaiversihication, 


trants deploved among 40 separate 
\ 


: . 

vroups, taking the treatment from 26] 
, 

sted speakers 


Inevitably in the Tri-State numbers 


game, there are occasions when the 


audience. and 


wud 


speakers outnumber the 
there are Occasions, too, W hen the 
ence takes over and does most ol the 
talking. 

At the 


however on 


two general assemblies this 
lega 


were large 


vear, rates and 


problems the audiences 


ind attentive, and the speakers mlor 


Prative At the session on rates. hosp 


tal economists emphasized the need tor 


realistic rate structures based on ser\ 


ce costs. Reporting results of an ex 


tensive study ot hospital charges in 
William C. McNary ot De 


troit, executive vice president of Michi 


costs oO 


Michigan, 
gan Hospital Service. said the 
room and board and general adminis 
tration are not met by room charges. 
services e€X 
“The 
ancillary service charges is 


Mr. MeNary 


Sick patients are being penalized, and 


but income trom ancillary 


ceeds the cost of these services. 


load = on 


not justified,” declared. 


those who are not so sick are subsi 


dized by this system of charges.” 


The svstem ot loaded charges also 


puts the service benefit: program of 


Blue Cross at a disadvantage compared 


¢ MsuUuranee indemnity plans, Mr 


\ieNary added. 


Placing the load where it’ belongs 
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“Higher charges tor 


room ser’ to encouraye short 


lity of hig for stays. Lower charges tor ancillary serv 


desirad 


board and wer tor ices tend to encourage good diagnosis 


detailed 


each ancillary ser' 


establishment 


ynificant LOT 
Mr. Rorem added. “From the 


I¢ 
view, hospital serv ice 


he said Few 


cause 


Hospital Costs and Rates Will Continue 
to Rise, Dr. Crosby Tells Southeasterners 


1. Rates should each 
vidual’s use of the hospital to the closest 


This 


reflect indi- 


mean 
be priced pre 
Mr. Brown 


goal should 


dgoes not 
cost, 


hospital services 
proportion to the services actually 
including the 


important “stand 


service, he added 
2. Rates should result in accounts that 
Thus that 


may 


some rates 


| 
] | 
I 


1\V be 


are collectible. 


ire below cost actua justin 


ble, Mr 


this means that the 


Brown said. “Unfortunately, 


sick who can pay 
load for those 
acknowledged. 


extent, 


Crosby ust carry a part of the 


tor of the who cannot pay,” he 


But this Is 1neé itable, to some 


he said. 
3. The rate structure should be as 


acceptable and as understandable as 


sats | 
wion, said 


ld “p 
possible to patients Rates must have 


make 
Ray jrown, pay.” Mr. Brown explained. 


not always logical, because the 


equity and sense to those who 


meeting, “This ts 


AcE, 


LJ 
estab ishing 


inother 


president of patient 


iple in s more willing to pay for what he feels 


that 


quate 


must vield and sees than for hidden services, such 
is laboratory service.” 

‘Solvency is mandatory,” | Er 4. The rate structure should inhibit 
necessary use of hospital facilities as 


little as possible. The doctor is prone 


to meet the hospi 


is the first test of mat agement. 


In addition, Mr. Brown said, the hos 
a service where cost to 


184) 


1 | 1 
pital rate structure must also take the to do without 


following factors into consideration Continued on Page 
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TRI-STATE: Far left: Signa 
Thomas, Canton, Ill., and Rose 
Marie Wilmot and Alice Pohl of 
Beardstown, Ill., watch demon- 
stration of sling for hoisting pa- 
tients. Left: Mary Ellen Anderson, 
chairman of the central supply 
section, discusses improved work 
methods for supervisors with Rus- 
sell W. McBride (left) and T. N. 
Silzer, speakers at the meeing. 


wants them. bc 
in the size than the « 
hospital bill. 


It's not 


uncertainty which 


Iministratior 


Chicago, associate 


Letourneau of 


| 


fessor and 


Admini 


director, Program in Hospita 


Northwestern Univer 
sultant in hospital adn 


stration, 
Inistra 
1d editorial director 


ement, related an 


i hos} ital 


patie nt 


‘The hospital 
slicer and the s!i 
reported, “and they 
ives. 

In another talk at the legal session, 
\lbert Stump of Indianapolis, 
for the Indiana Hospital Association 

1 Indiana Medical 1 


law governing legal 


wtorney 


Association, sat 
re sponsibilitic s 


ol hospitals ind medical staff members 
changes with the progress of medical 


] 
care hospitals 
ser ‘ ' 
Che staff member has a responsibility 
hospital! 


| 


equpime nt and 


to his patient Im Ss lecting a 
and seeing that proper 
personnel are iwailabl 
needed.” Mr. Stump explained. “He 1s 


‘ pee 
ror making Nis oraers and 


While he 


form to the rules of the hospital, ordi 


responsible 


directions clear should con 


narily the breach of them subjects him 


only to the measures ot 


disciplinary 
the hospital, unless the patient 1s in 
jured thereby g 

Principles of the law are relatively 


Mr. added, but 


medicine 


unchanging, Stump 


progress in may rapidly 
change the facts to which general prin 
ciples apply. “Thus the results, as far 


(Continued on Page 180) 
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Doctors Will Give—But Dont Crowd Them! 


N THI 


doctors have contributed a whop 


last ten years, the nation’s 


ping $500 million toward expanding 
and improving our community hospi- 
tals. 


he spilt 


performance 


to com 


the 


community 


some campaigns dor 


ontributed little 
ot the total 


taken 


contrib 
nev that 
com 

I low n 
ind 
result 
by 


contributed 
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This survey of fund raising counsel, hospital administrators, 


trustees and doctors shows that medical staffs contribute 20 


per cent of the total in most hospital campaigns, but the doctors 


do require special handling, and pressure is likely to backfire 


oOctlors i Cal whs report 


was just nae | nt of the tota 


Is that good or bad? How 


should doctors give when their hos- 
pital is conducting a building fund 


drive? 


Protessional 


GIFTS VARY WIDELY 


\s it would in any group, this 

men \ 
in in Ohio gave 
An 


$16,000 in 


litferent things to different 


i 1] ] 
t year old obstetric! 


his hospital $10,000 80 ve; 
GP in Illinois gave 
promised 


had 


this year. A 49 year old 


ind volunteered that he 


‘much more 


practitioner in another Midwestern 


state obviously considered himsel 


because he AVE 


major philanthropist 


$1000 in the 


hospital building drive 


} ] 


ee 1 
The smallest amount reported by a do 


tor who listed the hospital as his fa 
orite charity was $500 

How do these gifts compare with 
those of businessmen having compar- 
able incomes? 

Some fund raisers and hospital trus 
tees telt that doctors have been gener 
ous in their response to appeals for sup 


Many 


that the doctors set the pace for the en 


port of their hospitals. added 


much 


mu¢ h 1] 


money 


yured exper 
ere doctors with 
insisted that the 


ving only 


1 
as possibie. 


fr opinion, of 


rures on the subject 
ilable except through ex 
The 


part 


tax returns. 
the 


that the 


come 


lor most 


, 
the view aoc 


impulse, at least as it 158 


cash gifts to hospital func 


paigns, lags behind that of 


neighbor. Acknow!] 


ssman 
edging that the doctor frequently makes 


his time and services 


ritablie purposes, many tund 


raisers, hospital administrators and trus 


ind some doctors themselves 


nevertheless attribute the doctors’ gen 


us percentage of the total contribu 


ns t 


hospital campaigns largely to 


their comparative prosperity as mem 
bers of the community, their close rela 
tionship to the hospital. 


and the bene 


s they derive trom it. 


Furthermore, it is generally felt 
among fund raising counsel that doc- 
tors as a group are more difhcult to 
work with than others. “Doctors as a 
sensitive about money 
of them. “A 


study into the psychological reasons for 


are more 


vroup 


than others are,” said one 


this would be interesting Perhaps 


they fear sizable contributions by them 
would be a 


confession ol ill-gotten 
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"One doctor's efforts to help went unrewarded when, after 
the hospital was built, he was excluded from staff privileges” 


triputy 


Of course, there are wide variations 
in attitude and performance within 
medical staffs themselves. .\ 

Some doctors, moreover. make Hashy . ‘ parg sut, ever th exper! 


pledges but don't pay up. Ca 


TOOK PART IN STUNT 


yond the ha hurt! 
bu used mone million dollars pledged. A fortune of Here and there, other evidence ap 
On another occasion, a doctor's ef incounted wealth in new triendships. peared indicating that doctors felt they 


had been pressured into making con 


forts to help in the hospital’s fund better understanding of others, ane 
raising drive went unrewarded when, tiner tolerance among the people of — tributions, so they gave generously for 
after the hospital was built, he was all races and creeds is our real treasure fear of being discriminated against. 
excluded from staff privileges. “At the \n old hand, the campaign director If a physician 

very first meeting we were stron ‘ to whom th letter was writte! 


sured that this he spit al S \ shrugyed tm or as routine “Doctors I Is quired t i 1 


every tamuily rt become so convinced ot their intalh n I tf conscience ! 1 Massa 


na scathing letter te iminis I Diitv o1 most a subjects that the \ s 1OCtOr tmsaumt int, how 

Because of that understanding, tamily must be approached with caution ever, that he makes his contribution 
physicians and their wi § ld } handled with kid gloves, and, tor the as just another member f the commu 
young trudged ¢ sidewalks ral nost art left undisturbed in thei nity There Is an important distinction 
he said The between a « ul ! rack is 


raising campaigns for oblig tio! 1 one made 
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"There are several systems of rating doctors according to giving 
ability, and establishing specific quotas for their contributions ~ 


After 


| 
aoc 


Ire upon a special group. 


| 


many special groups besides 


e benefit from the hospital 


Hospital administrators and trustees 
responded to the “just another mem- 


ber of the community” view with a 


loud horse-laugh. “Why shouldn't the 
doctors give? Look what they get out 


of it!” said one trustee. 


11 
twonavdly, tI 1s 


pressu 1 some 


daoctor 


attitude na manded $1000 
ns from Stall m 
In one Chicage hospital, the 


’ , J 
tafi itself applied the 


pressure 


members, drafting and approving 


hey 
amendment to the staff by-laws re 


uiring I embers ol the senior and as 


sociate staffs to contribute $4500 each 


to h hospita 


ile shall] 


ler to the co 


tesv staff the amended by-laws stated 


Members of the courtesy stafl, another 


by-law stipulated, were permitted to ad 


patients to the hospital “only when 


the census of the medical and surgical 


departments 1s lared by the admin 


istrator to 


MANDATORY GIFTS CONDEMNED 


Although 


iS al plied 


the pressure in this case 


by the staff itself, and not 


hospital, and, in fact, the hos 
} 


\ j 
board had 


ime nded staf by 


by the 
ys about the 


pita MiIsgivins 
withheld 


laws and 
ipproval for severa months, the maneu 
an uproar among phy 
Medical So 


resolution 


eT caused Suc I 


that the Chicago 


Sicians 


cretv Was moved t pass a 


condemning mandatory contributions 
to hospital campaigns 

While there are some widely scattered 
reports of pressure for staff donations 
applied by hospitals, it seems likely 
that in most instances, as in this one, 
where pressure is applied it comes from 
within the staff itself. 


fund raisers who approach the hospital 


Experienced 


situation as professionals without any 


interest in the medical staff except as a 


source of money and leadership all 
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lacti« “Usuali aont 
ery doctor 


ivree that pressuse 


work For eV who 1S 
sured into giving, 
he really wants to, 


lili i disaffected 


' 
methods and won 

Statements 

rough hundre« 


ms We 


pai 


' 
en who have 


void pres 


ol hospital can 


sure as we would. the 


"Gay 
something we absolutely 
mit, either through the 


throug! 
T he re 


chances ot 


vanization ofr 


fessional staff 


to wreck your 


i successful campaign 


Another reason for variations in con- 
tributions by the medical staff is the 


difference in campaign technics. In 
beat 


, 1 
detail, there are probably as many dit 


terent methods ot organizing and s¢ 


medical sta 


loiting the ff as there are 
one 


Che 


staff organizes itself, sets its own quotas, 


hospitals. In general, however, 


: 
rule prevails in successful drives 


and conducts its own solicitations, with 
trom 


and 


behind-the-scenes guidance 


protessional fund 


Only 


raising counse 


1 
no interference at all 


by hos} ital trus 


tees 
The secret ot success 1s in the evalu 


ation system used by the staff mem 


bers themselves,” reported a fund raiser 


who has been able consistently t 


staff contributions ranging 


from 25 per cent of the total. 


their show and must remain so 


insisted on a number ot 


key 


at the outset ot 


have always 


meetings with members f the 
medical staff pals 
planning, and at least one or two meet 
To 


be pertectly frank, we think the answer 


ings with the entire medical staff. 


is in the professional fund raiser’s han 
dling of the medical staff. Boards of 
trustees of hospitals and other volunteer 
campaign personnel are prone to exert 
indirectly, if the 


pressure directly or 


professional fund raiser does not con 
We 


dling the medical staff ourselves.” 


trol the situation. insist on han 


At a recent stafl conference of a large 


fund raising firm, one member gave 


al lecture on the proper method ot han 


Here 
ne of the points he emphasized 
Dont 


pita campaign 


y doctors during a campaign. 


pressure the doctors in a 


The hospital ad 


strator should not be present 


eetings with the doctors. 
Meet with the chief of staff, ha 
with \-to-Z 


Try at 


ist of the do 


you an 


the staff this time t 


ne idea as to their giving ability 
Length ot service or seniority are 
items to con 


the 


important 


should be 


of staff and the 


know the results ol 


Thus there is no outside 


exerted on 


ratings 


pressure staff members.” 


SYSTEMS FOR RATING DOCTORS 
There are several systems of rating 
doctors according to giving ability and 
establishing specific quotas for their 
campaign contributions. One hospital 
staff, for example, used a point-rating 
system that worked like this: 
staff was rated 


Every doctor on the 


on a unit scale, with the chief of staff. 


or the most active surgeon, having a 
rating of 10 points, and the newest or 


east active members a onc 


When all the 


total 


rating ot 


point. members were 


rated, the number of units was 


; ; 
1 into the doctors’ campaign goal, 


was 20 per cent ol the total 


aign goal, and each doctor's 


was then established according 


number of units he had been as 


joker 


iat the point-rating was done by 


course, the in this system 


the chief of staff, in conference with the 


director, and some of the 


had 


campaign 
| 


doctors felt they been rated too 


high 

“Some of them always do,” the cam 
paign director said sadly. The hospi 
tal’s dilemma was described by one 
man in these terms: 

“The older members of the profes- 
sion feel that the younger members 
should give more substantially, because 
they will be using the facilities to be 
l 150) 


(Continued on Page 





Patients’ Relatives Can Worry in Comfort 


The attractive surgical lounge at Henry Ford Hospital 
provides a soothing atmosphere for anxious relatives and 


makes them feel that someone is interested in them 


DAVID L. EVERHART and ROBIN C. BUERKI, M.D. 


NE of the problems that confronts tient and his family is th ttle th are he has received or critical of 


the administrator of today’s hos things that count in a patients reac 
pital is the danger that with bigness tion to the hospital environment. It This a appl to the reception 
and specialization, too frequently comes is the housekeeper’s smile or the cash 
impersonalized treatment of the pa ier’s abruptness that may turn an_ family ar 1 friends. The small nicetic 
otherwise uneventful hospitalization tl ttle extras over and above 


he authors are, respectively, assistant 
ce GUENOES Ste, Seapectivery, aseieee into one in which the patient is either — pected 


and executive director, Henry fF ay ’ ' } 
eroit completely satisfied and grateful for the difterence 
Yetr I 


Ot the 


service—a hat can mak 


ip that is likely t e lost or fo 


gotten is the family of the patient whi 


The hostess hos as 'S_-: undergoing surgery. These peopl 
desk near the en- Who are usually caught up in the emo 
trance to lounge. ‘ional impact of their own problems 
The service cup- 4% often given the feeling that they 
board is shown at 2fe in the way. The hard-pressed nurs¢ 
right of picture. an do little more than reassure then 

that everything will be all right. Time 

j 


passes slowly and lestions go un 


The lounge is 
quiet, restful and 
beautifully deco- 
rated. It is infor- 
mally arranged 
for the conveni- 
ence of individ- 
vals or small 
groups of people. 
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+o04 ma . eee 
. me | eb a 3 . , 


Adjacent to the lounge, and yet a part of it, are two chapels, 
one Catholic (left) and one nondenominational (right). These 
rooms are properly, though simply, furnished and may be 


facilities 


SCTVICC 
serves 
at intervals 
SC who 
wait, she 


ipped Wit 


iy lie 


is always near at 


ipply of 


ion is available 


anyone 
The 


with the 


time for meditation or for par- 
ar services that tact 


frequency W ith 


| 


tient readily and 


statt, have 
] 


1 
ica 


as our own 
] 


| and 


chapels has been an indication — ology 


is of their value 
The lounge 
itral 


carpet d 


orated in pastel and net tints, with 


draperies and a floor It is 


quiet and restful. The furniture ts s gery. The 


arranged that small groups may con 


verse without bothering others, or an has been excellent 


alone if he desires 


writing desks equipped with 


individual can be 


Several erative interview 
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h 


down 1n 


blan 


HOSTESS ACTS AS INTERPRETER 

hostess also is in Constant con 
operating rooms so that 
she can trace the progress of the pa 
easily 
familiar enough with medical termin 
surgical procedures 
terpret that progress to the family. Sh« 


itself is attractively dec also makes all of the arrangements for 


the family immediately following sur 
acceptance 


our medical staff and nursing personnel 


surgeon can be helped in his postop 


with 


used by anyone at any time for meditation or for participa- 
tion in the regular services that are held there. They have 
proved to be of great value to both patients and staff. 


Knowledge of their reaction, 


erved by the hostess. The floor 


is usually unable to observe the 


ogress of the patient in the operating 


room and, therefore, 


recovery 


relay this information 


if it is waiting on the 


r. Because the surgical 


lounge 1s 


he operating where the 


room 
tients condition can be easily re- 


floor nurses feel that the 


those waiting is greatly im- 
have 


proved 
One of the problems we 
] 


terea 


en 
in the operation of this room 


available it is not large enough to accom- 


tl of 


is tha 
date tne 


are a small fe families 


nonsurgical 


cupboard, from 


patients Word that this facility exists 
t 


fresh coffee and 1as traveled to the medical and 


pe - 


during the floors, the hostess often is 


ill or faint in 
Of 
to 


become upon to use the utmost tact 


has a small side r the use of the room. 


1 couch where th« chapels are available 


seclusion A everyone 


hand to assist The tor such a lounge is not 


} 
t we think its actual function 


It is not used by all families 


j 


forced on anyone. In actual 


practice, only about half of our fam- 
ilies take advantage of it 

The measurement of success in any 
program such as this is the reception 


She be accorded it by the public. The pro- 


must 
vision of this lounge is a small service 
to in- which is unexpected and, therefore, 
doubly appreciated. The 


women who have waited in this room 


men and 


an interview between the surgeon and are enthusiastic about their experience 


at the hospital. They are grateful for 


i 
of this area by the interest shown in them at a time 
when it is needed. And a grateful pa- 
tient and his family are the best good 


will 


In many cases, the 


ambassadors that a hospital can 


the family by have 





Regional Variations in Hospital Statistics 


This study shows regional variations among governmental 
short-term general and special hospitals as to size of 
hospital, total assets per bed, plant assets per bed, 
expenses per patient day, payroll per patient day, and the 


number of full-time personnel employed per 100 patients 


LOUIS BLOCK, Dr. P.H. 


Chief, Research Grants Branch 
Division of Hospital and Medical Facilities 
Public Health Service, Washington, D.C 


SIZE OF HOSPITAL (Governmental Short-Term Hospitals) 
Per Cent Regional Variation From National Average (127 Beds) 
East East West West 


New Middle South North South North South 
England Atlantic Atlantic Central Central Central Centra Mountain Pacifi 


Above 
National 
Average 


National 
Average — — — 
(127) 





Below 
National 
Average 


TOTAL ASSETS PER BED (Governmental Short-Term Hospitals) 
Per Cent Regional Variation From National Average ($11,381) 
East East West West 


New Middle South North South North South 


England Atlantic Atlantic Central Centra! Central Central Mountain Pacifi 


e8ssess83838 


Above 
National 
Average 


| 
| 


| 
} 
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National 
Average — — - 
($11,381) 


| 





Below 
National 
Average 


bot HHH HH 


SSSssssss 


The MODERN HOSPITAL 





PLANT ASSETS PER BED (Governmental Short-Term Hospitals) 
Per Cent Regional Variation From National Average ($9901) 


East East West West 

New Middle South North South North South 
England Atlantic Atlantic Centra Central Central Central Mountain Pacific 
SS EEE eee 


Above : | | —_ anata: Geena) ath i aaa 


—E 


National 


Average 


+ _ —EEE 


National 





Average 
($9901) 


Below 
National } 
Average | | | ae 
EXPENSES PER PATIENT DAY (Governmental Short-Term Hospitals) 
Per Cent Regional Variation From National Average ($20.62) 
East East West West 


New Middle South North South North South 
England Atlantic Atlantic Central Central Central Centra! Mountain Pacific 


Above 
National 
Average 


National 





Average 
$20.62) 


Below 
National 


Average ° | | | 


PAYROLL PER PATIENT DAY (Governmental Short-Term Hospitals) 
Per Cent Regional Variation From National Average ($13.54) 
East East West West 


New Middle South North South North South 
England Atlantic Atlantic Central Central Centra! Central Mountain Pacific 


3 


Above 
National 
Average 


National 





Average 
($13.54) 


Below 
National 
Average 
FULL-TIME PERSONNEL PER 100 PATIENTS (Governmental Short-Term Hospitals) 
Per Cent Regional Variation From National Average (188) 
East East West West 
New Middle South North South North South 
England Atlantic Atlantic Central Central Central Central Mountain Pacific 


Above 
National 
Average 


$—— + — 44 | 


| 


National 
Average — 
(188) 





4+— 444 


Below 
National 
Average 
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AZ0UT PEOPLE 





Administrators 
John M. Daniel- 


son, adi 
ot North Shore 
Hospital, Man 
ah & 


ninistrator 


Evanston Hospi 
11] John M. Danielson 


Arkell B. Cook, 


ippomtment as director 


tal, Evanston, 

He succeeds whose 

CXCCULIVE 

Butterworth Hospital, 

Mich.., 

Che Mopern Hospitrat. Mr. Dani 
merly was assistant to tl 
Johns Hor k ns Hosp 

ore, al 1 assistant director 

I New York. He 

f the Uniy t 

Hospital 
ber of the An 


' 
Administrators. 


was reported in the Marcl 


Hospital, 


ersity oO 


Evelyn T. Farnsworth |} 


idministrator of Benjat 


ble Memorial Hospital, Ipswicl 
succeeding Edna M. Hayward, w! 


t Was announced 1n the 


The Mopern Hosprrat 


Farnsworth 


irement 
issue Ol 
ministrator ot Disper 

] ) } } ] ’ + 
ind Rehabilitation Ins €, units oO 


New England Medi 


she Was nurse O! 


) 
enter, Bostor 


Diagne Sti 
’ | 1 

medical center in Ii¥+ 

War II Mrs. | irnswortl 


the navy 


of the Pratt 


ol 

organized ind 
service ot the 
blood program 
She holds maste 


ind in hospital administration 


Y ale 


a clinical 


University, where 
instructor 
nursing 
John C. Van Metre has been named 
Home 


| 
follow ing 


administrator of Opportunity 
ind Hospital, Toledo, Ohio, 
the resignation of Samuel White Jr. Mr 
Van Metre, 


degree in hospital administration from 


who received his master’s 


the University of Chicago, previously 
was administrator of the Northern Indi 


ana Children’s Hospital, South Bend, 
Ind. He is 


College of Hospital Administrators and 


a member of the American 


the American Hospital Association 


78 


Grand Rapids, 


Robert S. Hud- 


gens has resigned 


as administrator of 


Lynchburg Gen 
Hospital, 
Lynchburg, Va., 


to become d 


: ] 
Crail 


of the sc hool 
hospital adminis 


Medical ( 


was 


tration at the 


yinia. He 


also appointed 1 
Arthur 

Chair of Hospital Administration 
the college. Mr. Hudgens 


administrator I the 


newly endowed Graham Glas 


who has 
\ 
been 
hospital tor 10 
he Medical trom 1944 


IF is director of 


Was associ 

‘I ital division. 

American College 

of Hospital Administrators, 
the \ 


I 
He 1s a tellow of the 


has been 
Hospital 
nd has held numerou 
hos} 

Dr. 
Rosenzweig, who 


Maurice 


recently resig 

is administrator of 

Mount Sinai Hos 

pital, Milwaukee, 

has joined the staft 
Veterans 


tration 


n Pittsburg 


’ 1 

Rosenzweig ni 
Milwaukee Hospital Council 
of the board ot 


it member directors ol 


the Wisconsin Hospital Association Hi 
fellow ot the American College of 


sa 


Hospital Administrators 


William B. Calvin has been appointed 
Mour Hos 

N.J. Mr. Calvin has 
assistant director of Muhlenberg 
N.,J , lor the 
ars. Prior to assuming the Plain 


held post, Mr. Calvin was administra 


issistant director ol itainsice 
ital, Montclair, 
een 
Hospital, 


Plainheld, last 


three ye 


tive assistant at Passavant Hospital, Chi 


apo. He 


is a graduate of the hospital 
idministration course ol Northwestern 
University, 


I lospital 


the American College of 


1 member of the American 


\ssociation, and a nominee of 
Hospital Ad 


ministrators 


Robert C. Moehn, R.N., 


appointed administrator of the newly 


has been 


organized National Convalescent Cen 
ter, Milwaukee 


OCCUPY the SILE€ 


The center, which will 


and buildings of the 


old St Michael's Hos tal. \ le 


and 


nursing rehabilitative care to long 
patients, including care t the 

aging. Mr. Moehn 

ministrative assistant at Milwaukee 

Asylum, holds 


| ! 
the bachelor’s degree in nursing 


lormeriy Was ad 


County vaukee. He 


University and a aster 


gree in hospital administration Irom 
Northwestern University. 

Helen F. Gould, R.N., superintendent 
of Grundy County Memorial Hospital, 
has 


. Gould h 


Grundy Center, Iowa, announced 


her retirement Mrs is headed 


the hospital lor five years. 
James W. Crary, administ 
Saginaw Gene Hospital, Sa 


mted assistant 
Mr. ¢ 


irk in hospital 


it Northwestern 


rary 


Earl Mitchell | 
Ma 


richnce 
to Bo ’ 
Hospital 


Vaughn Herrin has been aj 
pointed idministrator ot Methodist Hos 
of Central Illinois, Peoria, Il. 
ling the late W. T. Smith. Mr. 
assistant executive di 


has been 


ctor of the hospital since 1954. 
Electa, D.C., has succeeded 
as administrator ot St 


MW omen 


Sister 
Sister Rosaria 
Vincent's Hospital tor 
Children, Philadelphia. 

Dr. Chalmer Davee, director of pr 
Veterans Ad 
Hot oprings, 


fessional services at the 
ministration center mn 
S.D., has been appointed manager o 
the V.A. hospital in Marion, IIL, suc 

eding Dr. Edward A. Welch, who is 


euring from V.A. service. 


{ 


Grace Heller, superintendent of Sioux 
Valley Memorial Hospital 


1929, 


in Cherokee, 


lowa, since has announced her 
retirement, to become effective when a 
Heller holds 


the record in Iowa for length of con 
She 


successor 1S obtained. Mrs 


tinuous service at one institution, 
is the longest term member of the lowa 
Hospital Association, ot which she was 
1944. She 
member of the board of directors of the 


Associated Blue (cross plan in the Sioux 


president in currently is a 


City area 


(Continued on Page 188) 
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was added to “Pavilion 









ALONZO CLARK 


= Maine Medical Center in Port 

land is a good example of the 
vrowing trend toward centralization 
of hospital facilities. In other words, 
now building medical centers 


Maine Med 


association of three 


nstead of hospitals. The 
al Center 1s an 

old and respected Portland institutions 
the Maine General Hospital (1868 
Maing Eye { 


and Ear Infirmary 
SSO and the 


Children’s Hospital 

19Q2 

The facilities of Maine General Hos 
pital have been expanded to meet the 
combined requirements of the medical 
enter by adding a new building, alter- 
ing the existing buildings, and increas 
ing the capacity of the boiler plant 
The individualities of the Eye and Ear 
Infirmary and Children’s Hospital have 
been preserved as a part ot the center 
by assigning each a floor in the new 
building 


The new building has seven stories 


and basement, with structural steel 
frame and reinforced concrete floors 
and roofs. The exterior is faced with 


light salmon colored brick, limestone 
trimmed. Windows are aluminum fixed 


The author is an architect in the firm 
of Voorhees Walker Smith & Smith, New 


York. Consultants were Basil C. MacLean, 
M.D., and interior decorators, Smyth, Urqu 
hart and Marckwald, New York 
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Exterior of the new building of Maine 
Medical Center, Portland, Maine, which 
built in 1929. 






Spaciousness Creates a Friendly Feeling 


A welcoming atmosphere has been created in both the 


entrance and nursing units of Maine Medical Center 


by omitting solid walls and using railings and glazed 


partitions to separate the public from the staff 






OUTLINE OF CONSTRUCTION COSTS (NEW BUILDING) 
$2,657,400.00 
111 (planned for 21 additional) 


Total project cost 


Number of beds 


Total square feet 110,000 
Square feet per bed 750 
Cost per square foot 

Total cubic content. 1,205,000 
Cubic feet per bed 8,200 


Cost per cubic foot 


and double hung sections, except in 


the solariums. These are alternating 
fixed and casement sash 

The 
unique 
most successful, and which might well 


new unit contains several 


features which have proved 


become standard for future hospitals 
The first such feature is immediately 
obvious to everyone entering the hos- 
pital. It is the open friendly atmos- 
phere of the entrance floor 

The physical requirements are sim- 
ple; just omit partitions and use rail- 
ings to separate the public area from 
the hospital personnel. This is an in- 
novation in hospital design, although 








20.40 


1.85 


accepted practice in banks, and gives 
both patient and visitor a welcome 
feeling which inspires confidence. 
The friendly feeling of the entrance 
Hoor also has been carried out in the 
nursing units. The public elevators 
open into spacious lobbies containing 
the nurses’ stations and floor clerks’ 
desks. The adjoining medicine rooms 
are enclosed with glazed metal parti- 
tions to carry out the “open” atmos- 
phere admired by patients and visitors. 
Another feature which has pleased 
the public and helped to improve hos- 
pital efficiency is the outpatient op- 
erating suite. (Text Cont. on Page 84) 


79 










cae 





Main lobby looking toward the business offices. Low 
partitions separating the public from hospital staff, widely 
used in banks, are an innovation in hospital design. 


51. 





’ 
— 
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The coffee and gift shop is exceptional in its size, con- 
venient location and decor. The colors and special wall- 
paper were chosen to enhance the out-of-doors feeling. 

















fe ees Oo Go Go 
$28 PEs ar 


The ground floor contains the outpatient department, which 


also extends to the first floor. The old pavilion has been t 
altered to provide an orthopedic clinic and emergency unit. | 
ee taheaaieamell 
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GROUND FLOOR 


afl | 





The MODERN HOSPITAL 





The dental clinic is equipped with two chairs which can 
be separated by folding partition. The movable x-ray unit 
shown at right is designed for use with either chair 


The pediatric clinic and pediatric nursing unit are decor- 
ated with colorful decalcomanias to amuse and entertain 


the children. This department occupies the second floor. 


The hospital presented here has been selected as The 
Modern Hospital of the Month by a committee of editors. 
Award certificates have been presented to the hospital 
and the architects. A similar award will be made by The 
Modern Hospital each month. 


Glass and metal furniture give the solariums a light, airy 
feeling. Solariums have been equipped with oxygen and 
vacuum outlets and nurses’ call for possible emergency use. 


EXISTING PATIENT 
i 
ROOMS 


ia 


eraecegcce- 


EYE CLIN 


ko om 
aE 





{NTA ] ‘| 
Lie FFICE | wait | exam. | 


FIRST FLOOR 


In addition to a 17 bed private room nursing unit, the 
first floor of the new building contains the pediatric out- 
patient department with dental, eye and hearing clinics. 
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HOW THE MAINE MEDICAL CENTER WAS PUT TOGETHER 


DONALD M. ROSENBERGER 







opened the doors to the public several months nobody knew the whole answer, but that certain groups 
) } 


Q' R planning lasted eight years and continued until and how they are to be met? We found at the outset that 
we } 
| 


1ZO is safe to say that any governing board should knew parts of the picture 


expect to be at least three years and possibly not less than In communities with more than one hospital there often 





five years in this stage of effort exists a hospital council, which permits study of available 






The planning should be broad. The building should — services. Community fund raising groups, councils of social 





please the public that will use it, the doctors who staff it, agencies, county medical societies, regional and state hos 





and the people who assist these groups by maintaining pital planning boards, all can supply authoritative intorn 
pew 


iS 





and operating it. The accent must no longer be on beds tion about community nee 





alone. Many patients will come to the hospital solely for Within the hospital organization, the medical staff and 







clinical outpatient services such as x-ray therapy, laboratory the administrator should supply leadership in crystallizing 


Is. The suggestions of heads of depart 






tests, psychiatric and physical therapy, rehabilitation and professional nee 







i host of other services ments, such as nursing, accounting, pharmacy, maintenance 
Granted, you say, the community and its needs should be housekeeping and the like, acting through the adminis 
part of the planning Who knows what these needs are trator, are of value in determining what is needed in any 











expansi mn pre gram 






Mr. Rosenberger is director, Maine Medical Center, Portland T | | 
rg R a , iz bis > 4 ae i N = To help bring together the original thinking of these 

re articie S dense from a paper presented a 1e € " . 5 . - 
England Hespital Assembly. trustee secticn, March 195 various groups in Portland, eight years ago a consulting 







FOURTH FLOOR 











The fourth floor has been assigned to maternity and ob- 
stetrics. It comprises three delivery rooms, an obstetrical uy tea 4 
operating room, and a 14 bed private room nursing unit. 








Left: Doctors’ ex- 
amining room 
outside the nurs- 
ery on the fourth 
floor. The nursery 
has 20 bassinets. 






















TTT! 
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a. 
\ 

oY 


Left: The nursing 
stations, including BED 
floor clerks’ desks, 

and medicine sf} 
rooms are oppo- 

site the elevators. 
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FIFTH FLOOR 
The fifth floor (right) of 


| } j new section contains an 
retained tO make a COMmMunNItywide sufvey ana : . y 
extension of the surgical § 
department in the pavilion, 


with operating and recov- 


general recommendations. A_ hospital consultant 


sequently retained by the board and worked with Ly 


medical staffs and building con 
4 ery rooms, doctors’ lounge, 


p 4 Architectural Sery 


inctional progran 


nd surgery office. 
ted for after the hospital consultant's and very 


lations were a 1 by the governing 


nd raising counsel should enter the pic 
] | 


functional layout is stat funds will be 


juat inter ation of 
nity 
progress 
in 
engineering 
tne next phase is one OF setti 
urements of the 
goes a new definition 


Page i 














Above: The recovery room 





on the surgery floor con- 
tains 12 beds. It is located 
so that it can be used by 
outpatients operated on in 
the special outpatient sur- 
gery across the corridor. 


= 





SIXTH FLOOR 


| aii 


The central sterile supply 
room is located on the sixth 
floor immediately above 
the surgery. It includes 
space for equipment stor- 
age and repair and an of- 
fice and conference room. 
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How Medical Center Went Together 


ued Py 


responsibilitic 
ft Statt 


In conjunction witl 


nt 


Mo eth 
nore ef 
1] 


critically 


acilities for 30 clinics with an ant 


ting all 


covery ro and the additional 
we also ad led in 


and 


Organization, 


lemonstration practice basis, a 


lepartment, an inhalation therapy 


radioisotope unit, and installed new 


the CXIStINZ X-ray lepartment ana 


though one of these two 


} 


its entirety and 


cient laboratory service, more 


icipated 


clinics 


a Dasement 


the other was to be completely remodele 


R34 


' D 


SI ecialized 


r ny 


ill patients, postanesthesia recovery root 


90 .OOO0 visits 


postanesthesia Ie 


into the existing 


corridor, 


central sterile supply 
lepartment a medica 
building equipment in 
operating rooms, al 


lepartments was to be moved in 


/ 


Adding new services and working with new equipment 


to keep pace with medical advances guided us 


tional and departmental reorganization 


simultaneously with the 


plans and during 
Now for the 


natter of equipment 


Hospital of the Month 


Pa € 79 


Continued From 


Located on the surgical floor, it 1s 
entered directly from the public ele- 
vator lobby into a small waiting room 


with toilet facilities. A room between 


the waiting space and the operating 


room has a dressing booth for patients 
and a scrub sink for doctors. A steril 


for docté rs’ 


izer instruments is pro 
vided in the operating room 


A di Or 


room with the surgical corridor pro 


connecting the operating 
vides access for nurses and technicians 


required by the doctor. It also pro 
vides complete flexibility for use of 
the room by inpatients when it is not 
One other 


across 


scheduled for outpatients 
the 


for 


advantage is its location, 


corridor from the room 


recovery 
emergency use by outpatients 

The coffee and gift shop, although 
more of a standard feature of hospitals 
today, is exceptional in its size, con 


decor A 


serves a 


venient location and small 
but efficient 
cheerful dining area, seating approxt- 


also 14 


large 


kitchen 


mately 48 people. There are 


84 


development 


the construction period 


in our func lic relations 
All this 


of oul 


occurred he planning. De 


architect s reasonable effort 


own community 


One reason tor buying tund ettort and cor 


stools around the soda fountain bar 


[wo walis ot the lining area are glass 


opening on the court formed by new 


and old buildings 
administra 


The entrance lobby and 


have mineral acoustic tile 
The 


oak and lighted by specially 


tive areas 


ceilings lobby is 1 in rift 


lesigned 


fixtures. Lighting in other public 


areas is by recessed Huorescent fixtures 


Corridors and outpatient areas have 


metal pan acoustic ceilings with re 


cessed lighting 
Walls generally 
Bright pastel tints are 


are painted plaster 


j 


ised thre ugh ul 


the hospital to accentuate the cheer 


plan- 


ful atmosphere ot the 


T he pe d 


open 


ning iatric clinic and pediat- 


ric nursing floor are decorated with 


colorful decalcomanias 


Linoleum wainscots are used in 


areas of heavy wear, such as stretcher 
alcoves, equipment storage on surgical 
floor, and corridors of the emergency 
department. Outpatient examination 
and treatment rooms utilize metal par- 
titions to provide for future rearrange- 
with cost and incon- 


ment minimum 


venience 


Poo 


center 

nave been 

ide stand-by and oft 
The in 


new bi ier 


season = service proved em 
nas resuited 
The 


build 


ciency of the 


n a marked savinys in fuel bills 


oil consumption after the new 


ing was completed has increased only 
[QO per cent over the former rate for 


Maine 


for the new boiler was made available 


the General Hospital. Space 


by removing existing oil storage tanks 


and 


le the 


in the original coal bunkers, in 


tanks 


stalling new oll outsic 
building 

A cooling tower on the roof sup 
plies chilled water to individual remote 
air handling units in the new building 
and the pavilion. Complete moderniza 
tion of existing surgical rooms, includ- 
ing air conditioning, is planned for 


the future 
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1. On Oct. 24, 1956, the ‘Day of 
Disaster,” one of 28 volunteer vic 
tims acquires a superficial chest 
wound in preparation for disaster 
exercise. This month’s cover photo- 
graph shows one of the victims re 
ceiving oxygen from a member of 
the staff of Fairview Park Hospital 


How Do You Know Your Disaster Plan Works? 


No matter how well a disaster plan looks on paper, 
it is worth no more than the paper it’s written on 
until a full-dress demonstration has been put on to 


show what really happens and where the “bugs” are 


THOMAS D. GRIFFITHS 


bag THER lisaster demonstt sigt priority of importar to the Cleveland Hospital Council, last Oct 
ion is military, industrial or civic val events in lemonstration, the ber 24 which was developed for some 


200 hospital, fire, police, civic, and 


U.S. Coast Guard observers in north- 
eastern Ohio and carried out at NACA 
Lewis Flight Propulsion Laboratory 

SS 
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Vv 
2. Realistic arm fractures with extreme flesh searing are 3. American Red Cross casualty make-up assistants are 
applied to victims in deep shock by Red Cross workers. a bit shocked by the realism of the patient's “burns. 
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AREAS 


O.P.D. 


Waiting room 


O.P.D. 


Treatment rooms 


Emergency room 


AUDITORIUM 


MORGUE 
Conference 


Rms. No. 1 & 2 


Discharge 


5th Floor—West 


Nursing office 


General float 


(1) 
(2) 
(3) 


(1) 
(2) 
(3) 


(1) 
(2) 
(3) 


— 


(2 


(1) 
(2) 
(3) 


(1 


(2 


(3) 


(1) 
(2) 


(4) 
(1) 


(2) 


(3) 


RESPONSIBILITIES 


Receive and sort patients 


Write identification tags 
Transfer all patients to: 
(a) First-aid stations 

(b) Auditorium 

(c) Morgue 


Give first aid 

Complete tag 

Transfer all patients to: 
(a) Auditorium 

(b) Discharge station 


Give first aid 
Complete tag 

Transfer all patients to: 
(a) Auditorium 

(b) Discharge station 


Receive all patients 
not discharged after 
first aid from ER & OPD 
Transfer patients to: 
(a) Nursing unit—5th W. 


(b) X-ray 
(c) Lab 
(d) OR 


(e) Morgue 

(f) Discharge station 
fAaintain master control 
sheet of all patients 


Give immediate emergency 


treatment only 


Care for patients’ valuables 


and clothing 

Obtain dressing carts 
Start charts on patients 
to be admitted 


Call 5th W. for needed beds 
Receive all DOA and patients 


expiring as a result of 
the disaster 

Complete tag and keep 
Care for pts. clothing 
and valuables 

Assist relatives in 
identification 


Immunization 


Complete and collect tags 


Keep house pts. charts 
discharged because of 
disaster 


Obtain house doctor's 


discharge or transfer order 


for all patients 
Discharge and transfer 


when called from supervisor 


in auditorium 
Prepare beds for adm. 


Assign personnel 
Manual operation 

of elevators 

Keep pool for re- 
assignment 

Answer phones-errands 


Check all disaster 
area stations and report needs 
to N.O. 

Check all nursing units 
to reassure and assist 
If necessary make 
inpatient rounds 


MASTER DISASTER PLAN—NURSING DEPARTMENT 


PERSONNEL TO BE 


ASSIGNED 


(Depends on Needs) 


Supervisor 
Aux. 


H.N. or Inst. 
Nurses 
Aux. 


(Inst.) 
Supervisor 
H.N. 
Nurses 
Aux. 


Supervisor 
Nurses 
Aux. 


(Inst.) 
Supervisor 
Aux. 


Nurses 


(Inst.) 
Supervisor 
Aux. 


A.D.N. Serv. 
Aux. 


Dir. of Nursing 


A.D.N. School 


1 
4 


-a~— 


-O—- WwW 


— 


~ 











6. Above: NACA nurse as- 


sists victim of penetrating 
chest wound to Cleveland 
air taxi helicopter, sum- 
moned from air terminal. 


9. Opposite Page: All pa- 
tients able to walk are 
tagged by a disaster work- 
er as to name, sex and 
preliminary diagnosis be- 
fore they are sent to the 
proper unit for treatment. 
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4. Left: The 28 volunteer 
victims of the disaster 
(either accident or caused 
by enemy attack) are given 
first aid in the main hangar 
of NACA Lewis Flight Pro- 
pulsion Laboratory where 
the disaster occurred. 


5. Right: NACA nurse pre- 
pares a seriously wounded 
employe for transportation 
to Fairview Park Hospital. 













7. Below: Two minutes aft- 
er the nurse escorts her 
patient to the air taxi, it 
is airborne and on its way. 














, ao Po > yee 

Pees + a 2? -* 
8. Above: Every type of 
transportation—ambu- 
lances, station wagons and 
private cars—is used to 
take patients to hospital. 10. Below: Some 200 ob- 
servers from 42 hospitals 
in Cleveland and environs 
and fire, police, civil de- 
fense and coast guard of- 
ficials and the press 
assemble in the auditorium. 
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11. First casualty arrives at landing area adjacent to hos- 
pital. In real emergency it would land on roof or lawns. 


13. Not far behind the helicopter came the ground vehicles. 
A victim is removed on a stretcher from a station wagon. 


NHEL Fre )) Page 85 ; 
The “all clear was given at 
3:30 p.m. Representatives of Fairview 
Park Hospital, the National Advisory 
Aeronautics, the Dis- 


Cleve- 


signal 


Committee for 
ister Relief Committee of the 


Medicine, the Civil 


land Academy of 
Cleveland 


Red 


Cross, the local press and the observers 


Detense Committee of the 


Hospital Council, the American 


reconvened in Fairview Park's Vollmer 
Auditorium 
Representatives of the participating 


agencies formed a panel to answer 


questions which were evident from 


the notes of the observers 
Because of the realism of the casual- 


arose as 


ty simulation, the question 


training in the art of this 


might be 


co how 
made 
Harry 


casualty simulation 
available 
Haller, chairman of the academy's dis 
replied that 
should be 
execulive 


Mrs Gas 


unusual art 


to all concerned Dr. 


aster relief committee, 
this mature 


Kay Gasker 


committee 


inquiries of 
directed to 


secretary to the 


ker was trained in this 


but who still 


Civil Detense Col 
of Arnprior, Ont. Incidentally, 
] 


she holds the only certificate of graad- 


at the Canadian 


lege 
uation ever given to an American. If 
enough interest was evidenced by the 
area's hospitals, Mrs. Gasker and _ the 
American Red Cross, which also trains 
in the art of casualty simulation, would 
cooperate in providing the skill 

The technic of organizing and noti 
medical tcams Came 
The ob- 
interested 


fving emergency 
ip for extensive discussion 


servers were assured that 
hospitals could obtain the cooperation 
of the Academy of Medicine. Fairview 
Park Hospital's disaster chairman 
agreed to make available background 


data and descriptive material on the 


operation of the hospital's tried and 


proven plan 

Could the patient flow be short-cir 
cuited especially for these emergency 
victims requiring immediate surgery? 
and, 


This question is a natural one 


ot course, was expected It was the 
consensus of the disaster experienced 


personnel that a question of this type 


12. Patient suffering from chest wound is removed from 
helicopter to stretcher as he shows signs of “shock.” 


14. Patients not seriously enough hurt to need stretchers, 
cannot walk, are met with wheel chairs. 


emphasized the value of the critique 
following disaster drills. Only repeated 
drills and, of course, repeated critiques 
can definitely determine the best emer- 
gency patient flow for any specific 
hospital 

which came the 


Another topic 


tront was the matter of expediting 
the discharge of disaster victims who 
Any 


imposes a great many people 
Additional peo- 


required only first aid disaster 
naturally 
on the hospital area 
ple, no matter how well intentioned, 
can cause a decrease in efficiency. It 
was recommended that this problem 
be made the object of a special study 
The would be the 


realization of a plan wherein all per- 


desired optumum 
sons not specifically required in caring 
for the victims be evacuated immedi- 
ately after their services or presence 
were no longer required 

When 
bed capacity, how do you make room 
for the The Fair 
view Park plan establishes priority of 
evacuation for those patients who can 


a hospital has reached its 


disaster victims? 
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16. Disaster victims are checked by Geiger counter for 


15. The outpatient department is the sorting station in 
evidence of excessive radiation before they are admitted. 


which tags are checked. Carbon copies are kept for record 


18. A nurse holds the shoes of a seriously wounded vic- 


17. Some of the observers of the exercise take notes of 
tim who is being escorted to surgery by staff members. 


the dispatch of a victim from one point to the next. 


20. The critique that summarizes what was good or bad 


19. The Emergency Patient Information Center where pa- 
about the disaster exercise is an important part of the plan. 


tients’ families gather to hear what has become of them. 


returned to their homes to sex and preliminary diagnosis at the taken to the information center for 
relative and media information 


The best advice that evolved from 


be sately 
provide the necessary emergency beds. scene of disaster. -Upon arrival at the 
The diagnostic, elective and recuperat hospital, this information was immedi 
list to be ately copied on a Civil Defense tag — this critique was: (1) intelligent plan- 


ing patients would head the 


by the emergency admitting personnel. ning, (2) frequent drills, and (3 
detailed critiques following each drill 


moved if this becomes necessary 
center was estab The disposition of the victim was 


An intormation 
of Fairview Park added to the hospital tag such as in- Maybe that day of disaster will 


lished in the lobby 
Hospital tensive treatment center, first aid and never come but if it does you are pre 


Phe vic t fas to nam the morgue. A carbon of this tag was — pared 
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Operating Room Staff Practices Fire Safety 


Surgeons, supervisors and operating room nurses work 


as a team demonstrating how to evacuate patients in 


the event of fire or explosion in the operating room 


LT. ROBERT McGRATH 


Hospital Fire Inspector, Chicago Fire Department 


4 Lm 


Suddenly, it happens! A loud report—a sheet of flame 
thrusts out. The anesthetist removes face piece, shuts 
off gases, and draws back. The surgeon gives rapid 
orders. The circulating nurse moves in, another reaches 
for a sheet. It can’t happen here? Two of these seven 
doctors and nurses have seen it happen just this way. 


There is no refuge in the adjoining room because the 
spreading fire has already halted an operation and 
forced doctors and nurses to remove their patient. 
The patient has been removed to the floor below where 
a temporary suite is being set up. The nurses swing 
out into the corridor and head for the stairwell. 


90 


Now there is a louder detonation and fire seems to 
spring out of the floor. Anticipating the worst, the chief 
surgeon orders immediate evacuation of the whole 
suite. The nurses move horizontally into the next room, 
using the sheet as a stretcher to carry the patient. 
Clouds of black smoke are beginning to fill the room. 


; 
ra ce 
iz 
- 


NY) 


w~ 


Temporary surgery is set up and two doctors discuss pro- 
cedure to be followed next. The chief surgeon (fore- 
ground) is waiting to step up to his patient. The 
camera has caught the flying nurses delivering the first 
patient to the temporary unit. The second patient is 
beyond danger, in safe hands a step or two behind. 
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A' THORITIES agree, rightly, that fire and explosion 
L 


situations in operating rooms should be resolved by 




























he surgeons. I have discussed these matters with quite a 
few doctors and they agree that little thought has been 
levoted to any kind of preplanning 
Like the nurses, doctors make no claim of knowing all 
the answers and they are willing to get in and work on 
fire safety project if it shows any indication of promise 
or durability. As usual, I knew none of the answers so 
when the National League for Nursing proposed a conven 
on demonstration, doctor and nurse and fireman went 
planning on fairly even terms 
Ar the first meeting it was decided that we would work 
with four doctors and 12 Operating room supervisors from 
Chicago area hospitals. On the stage of the Coliseum, site 
Fa nvention, two complete operating rooms would 
be set uf Staffed and cquippe 1 
We agreed that our convention session of two hours 
would be divided into four parts: demonstrating the han 
f fire, the handling of operating room patients, the 
of heavy patients, and, finally, three situations 
w! ! included fire-fighting and Operating roon 
I first s n if 1¢ in explosion, fire on the 
t rge fire on the floor, and evacuation to the ad 
" vy roe vith tl patient being removed 
The second drill was almost the same except the patient 






















Right: Operating room super- 
visors demonstrate placement 
of hands for removal method 
which becomes necessary 
when it is impossible to use 
the pad sheet as a stretcher. 
The hands are alternated un 
der the patient, except the 
two nearest the head. These 
are interlaced and cupped 
under the neck. Far right 
The removal is made in four 
counts, the first two audible 
and the third and fourth un 
derstood. One is get ready, 
two is lift together, three is 
pivot and four is step off 
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was removed head first and all the necessary equipment was 
moved with the patient—anesthesia machine, stool, stand- 
ards, basins, trays and instrument table. 

The third situation included fire in both operating rooms, 
evacuation of two surgical cases down the stairwell, and 
ompletion of surgery in a temporary site on the floor 
below. The doctors told us that the anesthesia machine 


ould be kept off the patient safely for about 60 seconds 


The drills were completed and 


anesthesia was restored in 
() seconds. 29 seconds. and 41 seconds respectively. 

The operating room supervisors were divided into two 
groups for the training session Each group worked two 
hours on fire extinguishing and two hours on setting up 
specific removal methods. On April 30 and May 2 the 
two groups joined forces for coordination of personnel, 
equipment and technics. The doctors moved in also dur- 
ing the second session 

On May 6, the date of our scheduled participation, we 
went through a morning dress reheasal. The supervisors 
were skeptical, to begin with, but soon plunged in with all 
the enthusiasm that lies just behind a nurse's dignity. The 
loctors were sold on the methods and among us we will 
keep this movement going 

Nurses attending the convention responded to the 
demonstration with interest and enthusiasm, and the sur- 
geons agreed these exercises should be conducted regularly 
in hospitals 


(For additional pictures, see next page) 





















Far left: This is hand place- 
ment on the four-nurse sheet 
carry. The sheet is rolled in 
tightly against the patient's 
body so that the knuckles of 
the nurses are pressed firmly 
against the flesh. Hands go 
below the knees, above the 
knees, against the ribs and 
above the shoulders. Left: This 
technic illustrates lifting and 
removing patient. Again, 
there are four counts—ready, 
lift, pivot and move. The first 
two are sounded off, the 
other two follow naturally. 
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Above: Six nurses can also make the sheet carry. 
Here the removal is just being completed from table 
to table. The sheet is rolled in tightly below and 
above the knees, below and above the hips, opposite 
the ribs, and against the collarbone. Nurses can go 
either way, but it is harder to do than four-nurse carry 


Above: This is the six-nurse breakaway. Tremendous 
weight con be removed from the table by six nurses, 
but once clear of the table the two center nurses step 
out and away, free for whatever action is most neces 
sary. There is no change in the rigidity of the patient's 
posture. Two nurses can also step into the picture. 


Above, left: The supervisors employ the four-nurse 
sheet removal with the patient covered. Blood is 
taken along to be rehung. Patient is perfectly level. 
Above, right: Nurses cross from one operating room 
to another. Doctors remain sterile and are ready 
to resume the operation. Note that the position of 
the fists against the collarbone prevents any move 
ment of the head. Left: Nurses spread out prepara 
tory to completing the removal. Doctors start moving 
into position. The doctors tried out the carries, too. 
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Problems Multiply at Ironwood Hospital 


IRONWOOD, MICH. 


lem that has troubled the people of 


The prob 


Gogebic County here for the last three 
years—what to do about the county's 
Grand View Hospital?—is now in the 
hands of a special committee of the 
Board of 


will try to decide whether the hospital's 


County Supervisors, which 
trustees should be dismissed tor incom 
petence or allowed to continue running 
the hospital the way they've been do 
ing it since the state court in 


s 


supreme 
1954 ordered them to keep hands off 
everything having to do with medical 


prac tice, 


idy the hos 
etlectiveness ol 
i hospital con 

tant found, among other things 
1. More than 1200 incomplete medi- 
cal records lor the first nine months ol 
] ind is in other matters atlect 
in the hospital, no 
| ' 


vuthority to require doctors to 


mntain complete records 

2. A nursing department operating 
without unified supervision, with no 
one definitely issigned to the direction 
this protes | work 
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Three years after a court decision telling 


the board of trustees to keep its hands 


off medical practice, the hospital is in 


worse shape than ever, petitions charge 


formally organized medical 


>. No 
staff and | lal rntuih 


u SY perlorialice 
A consistent decline in patronage 
hve \ rs, with i ery 
ir} lecline Guriny tl 


5. Steadily diminishing demand on 


the laboratory 


STEM FROM COURT RULING 
Many 


then fred 


boss, 
on appeal to the state 
supreme court, that the hospital board 
to regulate the 


is without authority 


practice ot medicine. 
Finding in favor of a plaintiff physi- 
cian, Dr. Samuel G. Albert of 


wood, the court ruled that hospital by- 


Iron- 


laws having to do with hospital privi- 
leges, medical records and other aspects 
of medical practice were illegal under 
Michigan’s Public Hospital Act of 
1913 (covering only 7 counties).* 

T he \ct 
to make 


regulations as (it) may adopt in order 


permits a hospital board 


“such reasonable rules and 


to render the use of said hospital ol 


the greatest benefit to the greatest 


number.” 
howe ver, the 


in another provision, 


Anarchy in 


April) 1954 


*Williams, Greer: Medical 
Mod. Hosp. 82:51 


Ironwood 


xpense Nis her 
nurse, and when 
' 


it such hospi 


phvsiclan emploved by such 
' \ 
cNarye 


SUC h Ppa 


the court decision 
idopted new rules providing that 
View Hospital 
right. The 
“the 


aboratory tech 


patient at Grand 
] } 
absolute 


Ided_ that 


Uso GUdes¢ 


ve this 
house 
Irses, the 


ns and the emploves therein sha 


to such subject to the 


patient De 
lirections and orders ot such physician. 
Albert, who in 
“ 


yet 


Since that time, Dr 


the hospital today is in 
betore,” has 


ter condition than ever 


had things all his own way—a circum 
stance that has led to some sharp de 
partures [rom commonly accepted med 


cal records and personnel 


practices 
Chus, tor example, it was a complaint 
taken directly to the board ol 


by Dr 


ol the 


trustees 
Albert that led to the discharge 
Mrs 


ast January, in a maneuver 


head nurse, Rose Endrizzi. 
that com 
pletely by-passed the hospital adminis 
trator, Frank Drazkowski Jr. In a letter 
board, Dr. 


Endrizzi “antagonized my pa 


to the 
Mrs. 


tients 


Albert ¢ harged that 


refused to tollow my orders, 


and incited other nurses against 


ne 


Mrs. 


categoric ally, and, 


Endrizzi denied the charges 


following a public 
hearing that took on something of the 
character ot a poolroom brawl, the 
board reinstated Mrs. Endrizzi a month 
Page 154 


(¢ ntinued 
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Let the Service Club Serve Your Hospital 


More than 50,000 civic and service clubs are ready to help 


hospitals solve their extrabudgetary equipment problems 


JAMES FERGUSON 


[' MAY seem paradoxical for the 
administrator of one of the newest 


hospitals in the country today to be 


commentng on how we have been 


able tO pet local Service clubs to help 
us equip and set up a plant on which 
has already been 


some $6 million 


spent. But the service clubs and local 
civic Organizations are significant and 
important enough to warrant this 
study of the role they are play 


This 


is especially true in the light of ever 


short 
ing in the hospital field today 
extrabudgetary 


increasing needs for 


equipment and community reaction 


to higher hospital costs. 


JAYCEES GO INTO ACTION 

Perhaps one of the most impressive 
and dramatic examples of service club 
support in a crisis was the action of 
the Knoxville Junior Chamber of 
Commerce, Knoxville, Tenn., in 1952, 
when the city was struck by a polio 
epidemic. The Knoxville General 
Hospital, now integrated into our Uni- 
versity Center-Hospital, was sorely 
taxed. In particular, there was a cry- 
ing need for iron lungs, portable chest- 


pack and 


abdomen respirators, hot 


suction machines. At the time, spare 


respirators were being flown into 
Knoxville by the air force from such 
cities as Atlanta and Nashville 

In typical Jaycee fashion members 
of the local club decided at a meeting 
in mid-October of that when 


looked black, that they 


year, 


things very 


administrator, Univer 
Research Cen 


Mr. Ferguson is 
sity of Tennessee Memorial 
ter and Hospital, Knoxville 


94 


would have to take some action to 


help the situation. They were as 
sured by the local hospital administra 
tor that certain 
were needed but unobtainable for lack 
of funds 


money 


types of equipment 
So they set out to raise the 
lots of it 

Six days after they held their meet 


} 


ing and decided to “do something, 


the University of Tennessee was to 
meet the Alabama 
Knoxville. The Jaycees made a plea 
Robert Neyland, athletic di- 
university, to 


football team in 
to Gen 
rector and coach at the 
permit them to take up a collection at 
Recognizing the dire need 
Neyland gave his as 


the game 
for help, Gen 
sent. The Jaycees and their wives then 
five days to organize for 
Operation Shake-Down.” Another 
limiting factor was the time allowed 
for the collection. Gen. Neyland said 
they could have the time at the begin 


had about 


ning of the game after the playing of 


the national anthem and before the 
kick-off. 

Armed with buckets and assisted by 
25 state troopers, the 100 Jaycees and 
Jaycettes took up a collection from 
some 52,000 spectators in just 12 min 
utes! Nineteen bulging bags of money 
were carted off the field. It took two 
days to count the $10,800 collected. 
This money was then used by the 
Jaycees, in cooperation with the Knox- 
ville General Hospital and the Acad- 
Medicine, to purchase the 


chest-abdomen 


emy of 
following: one 


rator, two tank-type respirators, two 


respi 


infant respirators, and two suction and 


hot pack machines 


l ministering this 
new hospital here in Knoxville, other 
local 
helpful. The 
in setting up an eye clinic. The Cancer 
donated a $13,000 deep ther 


The 


American 


service groups have been most 


Lions Club has assisted 


SOCIETY 


upy unit 10 and 8, 


to the Legion in this 


annual nursing 


scholars} Ip 


Sunday school classes contributed toys 


solarium 


North 


television 


Rives an 


furniture and supplies for the 
in the pediatrics ward. The 
Kiwanis Club gave a 


set for pediatrics and 


side 
also made. the 
medical |i 


Club of 


tO prov ide 


contribution for the 
The 
Knoxville has 


first 
Garden 


arranged 


brary Ladies 


plants for the solariun 


JOBBERS GIVE X-RAY EQUIPMENT 


Although not a service club, the 
Knoxville Jobbers Asso 


ciation adopted a service club type of 


1955 by giv- 


Automotive 
project at Christmas of 
ing, in behalf of their customers, x-ray 
The idea 


was so well received that the organiza- 


equipment valued at $2000 


tion repeated the performance in 1956, 
giving $2000 in projectors to use for 
training purposes. Actually, these gifts 
represented a diversion of funds that 
the wholesalers in prior years had al- 
lotted for small gifts to be distributed 
among their customers 


Knox- 


institutions 


All over the country, as in 


there are countless 


that rely heavily on the civic and serv 


ville, 


ice clubs for items of equipment that 
are extrabudgetary. And in these days 
when hospital costs are steadily rising 


in the face of a baffled and uncompre 
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| X-RAY FILM STORAGE ENVELOPE BED PADS 


new, thinner paper saves storage space highly absorbent; waterproof backing 


PURO-CAP NIPPLE COVERS 
ONE used nationally for terminal 
sterilization 
URINAL COVER > 
white opaque; flushable 
SOURCE... 


® 


a complete quality line of disposable medical products 


Fond ... designed to meet the special budget pressures of today's hospitals. Pro- 
: Tex-Mor disposable paper products cut costs and increase efficiency 3 ways: 


am ee 1. INSURE MAXIMUM SANITATION .. . one-time use prevents cross-contami- 
nation. 
2. CUTS LAUNDERING COSTS .. . minimizes replacement of expensive linens. 
“DUET” SYRINGE STERILIZER BAG 3. LABOR SAVING ... eases work of hospital personnel; saves time through 
more convenience features. 
Start today on tomorrow's economy . . . order Pro-Tex-Mor. 


ge vessel 


quick, safe—prevents breakage 


PRT. 


BEDSIDE WASTE DISPOSER BED PAN COVER 


odor-tight; flame-resistant bags full coverage; flushable 


Othe v Pw Te, MA an Examination Table Sheeting 
‘ ’ , Vinyl Mattress Cover 
Disposable Produrts . 


ee eee EXAMINATION GOWNS ae ee 


Write for descriptive catalog of the complete Pro-Tex-Mor line opaque; | size fits all in reusable polyethylene bags 


CENTRAL GS STATES 


PAPER BAG CO. 
5221 NATURAL BRIDGE ST. LOUIS 15, MO. 


CATHETER STERILIZER BAG 
SOLD EXCLUSIVELY THROUGH SURGICAL SUPPLY DEALERS keeps catheters sterile after autoclaving 
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pose 
contribution 

ind scholarships 
vide B It eq lally 
port for a hospital 
that is won when some 
tion undertakes 
teelings of cooperati 
lerstanding and participation are 
engendered when people become 10 


ror the 


| 1 ~ 1 
terested in working hospital 


from the 


Since winning this support ts an ex 


tremely important, and sometis 
overlooked, aspect of hospital 


istration and public 
be useful to examine the activities of 


a few of the major service clubs in 
this country and study their basic pol 
vis-a-vis hospital support work 


t+? 000 


ICIeS 


There are more than local 
tnes¢ 


Moose 


and the 


Organizations connected with 
Lions, Jaycees 


Bnai Brith 
Since 


seven groups 
Elks, 


American Legion 


Rotarians, 
they are rep 
resentative of the many other organiza 
tions in this country, it will probably 
lilustrative to 


some 1 lea ot 


be sufficiently examine 


these clubs to get their 


power, enthusiasm and _ contributive 
potential 

Largest of the service clubs in the 
strict sense of the word is Lions Inter 
than 12,000 


American 


There are more 


100,000 


national 


clubs and men in 


the Lion movement in America, not 


to mention the tens of thousands in 


other countries. Of a total of more 
than 170,000 projects undertaken by 
the Lions last year, some 20,000 were 
in support of health and welfare pro 


And 


terms of 


measured 


Man 


grams this cannot be 


only in jollars given 


96 


The portable 
chest-abdomen 
respirator was 
part of the equip 
ment purchased 
with funds raised 
by Knoxville Jay- 
cees during the 


polio epidemic. 


public rela 
» local | 
ilso 
olumn 


is of projects ts 


Kenne 
Gia In 


I Al 
he Eye Clinic s« ip in che 
Hospital ot Marietta, 


ess than two weeks 79 hustling Lions 


stone 


raised more than $5000 by selling ball 
vechanical pencil sets 


Merchants 


r pt cke [s barbers 


pen and 

munity 
them to the ustomers, teams 
wor for the 
And 


indertaking 


went from door Cause 


ft an eye clini everyone who 


supported the knew he 


. ed i ‘ 
Vas doing something to help himself, 


iS own Comn nity 
In the December 1956 issue of the 


international Lions magazine, there 


were more than 30 club projects men 


tioned that directly benefited hospitals 
i 


or individual patients in communities 
of the U.S. In Silver Lake, Ind., for 


example, the Lions were not only re 


sponsible for the building of a new 


$20,000 medical building for the com 


} j ] t 


munity, Dut even obtained a aoctor to 


staff it 
} 


Another continuing need for hosp 


tals that Lionism is constantly trying 
to meet 1s the shortage ot doctors and 


nurses. Literally hundreds of nurses 
today na 


thanks 


by Lions clubs 


ve their professional training, 
to the scholarships provided 
And last year the Olin, 
lowa, chapter of Lions met the town 
need for a doctor by actually import 
ing one from Scotland 

The Junior Chamber of Commerce 
is perhaps the youngest organization 
in the U.S. in terms of the age of its 
After 35, 


retired 


members are 
full 


there 1s 


membership 


less from club 


This 


more of 


ACTIVITIES means youth 


spirit that cat 
crash operations like 
in Knoxville 


p 


moving 
nentioned here 
spirators were 
onventions 


ny 


nore than a year, visit 
in the Oklahoma Crip 
Hospital at 
signments 

novies van 
tertainment 

ade to tl 
entertainment 
say, n 
Wal 1s 

In New Haven, ¢ 

Chamber of nmerce 


W ex 


spon 
munity ealth 


attention 


They 


participating 


condu 
forme 
wid? rt 


rcSS O CIVIC 


radio and the press iblicize their 
iffair, and encourage 

ealth exhibits 

The Loyal Order of Moose. 


ago, made it mandatory for each of 
its L8OO lodges in’ North 


a standing civic affairs com 


America to 
maintain 
mittee. The function of this committec 
sponsor community 

Carl Weis, director of th 


affairs committee for the supret 


was to SCTV I 


program 
CIVIC 


lodge, states that hospital support 


work ranks high on the list of populas 
activities undertaken by local chapters 
through this program 

These activities run the whol 
gamut, from presenting a small check 
to the purchase of an item of needed 
all the way 


equipment up to assun 


ing leadership in community fund 


raising drives for hospital building 


funds,” reports Mr. Weis 


And 


board 


what hospital administrator 


and member doesn't feel a 


profound sense of gratification when 


some worthy community group vol 


inteers tO assist in, OF even assure 


leadership for, so necessary, yet onet 
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CAROLINA 


COTTON-FILLED GAUZE 
-GAUZE 
ALL-GAUZE — 


X-RAY OPAQUE INSERT 


absorbent and 


yrners 
re ids can 


} > y le tlern ] > 
makes good clear pattern on plates 


| standards for safety, ease of use 


he operating room, substitute Carolina 
gauze. The thin even layer of combed 
nvenient for pressure dressings as well as 
general wound care 


post-operative 


Write for sampl 


nformation 


Carolina Absorbent Cotton Company 
P.0. BOX 2176 - CHARLOTTE 1, N.C. 


manufactured where grown 









BATHMATS 
BASSINET LINERS 
pods 

padding 


BEDSPREADS 
BLANKETS 
Bath 
Crib 
Ether 
CURTAINS 
curtain material 
DRAPERY MATERIAL 
LAUNDRY FELT 
LINEN MARKERS 
MATTRESS COVERS 
PIECE GOODS 
white and colored 
PILLOWS 
PILLOW CASES 
PILLOW COVERS 
SHOWER CURTAINS 
SHEETS 
BED 
CRIB 
bleached 
unbleached 


percale 








contour 
SHEETING 
bleached 
unbleached 
jade green 
TAPE 
TABLE LINENS 
tablecloths 


napkins 











tray covers 
TICKING 
TOWELS 

terry 

huck 

absorbent 

kitchen 





name woven 
TOWELING 
UTILITY FABRICS 

drill 

twill 

duck 


WASH CLOTHS 


. IND 
«> Up. 





































Whatever your needs—from a wash cloth to a bolt of drapery 
material—Carolina has it or can get it. Your textile problems are 
our business. 

More important, Carolina has in stock a complete selection of 
grades—from service weights to luxury items, unbleached muslin to 
percale—to meet your individual requirements, and vour budget! 

A Carolina representative will be glad to show you samples, help 
you in any possible way. 

Send for a complete Carolina catalog if you do not have one readily 
available—14-page section on textiles included. 


IMPORTANT: Carolina carries only branded merchandise—your guarantee of 
dependable uniformity. High tensile strength, long wearing characteristics 
are inherent in products bearing the maker's own name. 





Carolina Absorbent Cotton Co. 


(Division of Barnhardt Mfg. Co.) 
CHARLOTTE 1, NORTH CAROLINA 
quality products of cotton since 1900 








TO HYDRATE THE RESPIRATORY TRACT, or to prevent 
dehydration, the AIR-SHIELDS HyDROJETTE" may be 
rolled quietly to any bed in the hospital. No need to 
move the patient. No need for a costly permanent 
vapor installation. The HYDROJETTE is powered by 
an AtIR-SHIELDS diaphragm-type compressor which 
provides filtered, oil-free air to the atomizer, to cre- 
ate a fine, dense fog, at the bedside, without mask 
or tubes. 


INDICATIONS: During administration of oxygen with 
nasal catheter, after anesthesia, post-tracheotomy, 
post-tonsillectomy, and in croup, asthmatic dyspnea, 
bronchitis, laryngotracheobronchitis. 


The ArrR-SHIELDS HYDROJETTE is equally valuable as 
an aspirator, cannot rust or “‘freeze’’ from condensed 
or aspirated moisture, and is unconditionally guaran- 
teed for 1 year. Write for folder, or call OSborne 
5-5200 (Hatboro, Pa.)—we’ll pay the charges. 


Hydrojette 


mobile, self-powered humidifier-aspirator 
for inhalation therapy or suction 


z a AIR-SHTELDS, INC / 


HATBORO, PA. 
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ous, a job as a fund raising campaign 
for a building program? This cer 
tainly must have been the feeling of 
the hospital officials in Bellefonte, Pa., 
during one of their recent drives. The 
Moose lodge in that town offered to 
match the combined contributions of 
all other local organizations—and then 
delivered $30,000 to make good that 
pledge. Raising this money had to be 
done after all other organizations had 
solicited the thor 


And 


6600 people in this community! 


already town quite 


oughly there are fewer than 


Activities of the auxiliary, Women 
of Moose, should get a mention, too 
For today, this group is primarily re 
sponsible for the nurses’ training re 
ceived by more than a thousand young 
women throughout the country 
more easily 


Such activity is a little 


understood when one realizes that in 
the Moose ritual there is one pledge all 
must take 

Thou shall devote thyself in service 
tellow 


to thy men 


ELKS PAGEANT NETS $80,000 


Since 1933, hospitals, institution 
and other charitable agencies in Queens 
N.Y., have received more than $3,750 
OOO local lodge ot another 
Ben« 
Elks 


1956 


from the 
service organization—the 
Order of 


Climaxing this record was the 


great 


volent and Protective 


Queens Elks “Pageant of Giving” when 
more than 25 hospitals and institutions 
shared with other organizations some 
$80,000. On this occasion, the mayor 
of New York, Robert F. Wagner 
stated that the mounting costs of 
patient care make it almost impossible 
to include all needed items in the city 
budget. He observed that the hospitals 
were better equipped because of this 
aid from the Queens Elks 

When one considers the contribu 
tions in terms of sustained help through 
the years, this type of support takes 
on real meaning. Indeed, many in 
stitutions have come to depend on this 
aid as the only means they have of 
making progress, what with the many 
other drains on the budgeted dollar 

That support of this sort will con 
tinue is evidenced by the vigor of the 
Elks national service committee which 
expends more than a half million dol 
lars annually for programs of cheer 
and comfort and nonbudgeted equip 
ment in Veterans Administration hos 
pitals throughout the country. Hospitals 
for crippled children, mobile medical 
scholarships for cerebral 


units, and 


palsy therapists are just a few of the 


98 


201LS B.P.O.E. lodges 
throughout America 
After the 


activities of the 
needs of a community 


have been determined a club should 
ascertain what existing agency or agen 
cies are qualified to carry on the work 
found, 


in the community. If one is 


the club should confer with it and 
determine how the club can cooperate 
with and strengthen the work of the 
elicit for it the united 


agency and 


support of the community. If no suit 
able agency exists the club may find 
it advisable to create a new agency, or 


otherwise initiate a community ven 
ture 

With a clearly stated policy such as 
this, it is small wonder that Rotary In 
ternational, with some 8000 clubs in 
the United States, has been such a sig- 
nificant force in marshalling public 
The 


dem 


support for hospital programs 
Rotarians of N.Y., 


onstrated the application of this policy 


Endicott, 


when, in building the new hospital for 
their community of 21,000, it was de 
cided that another $150,000 was needed 
to equip it properly. The then hospital 
chief of staff, Dr. Karl Rundell, an 
Endicott Rotarian, decided that through 
Rotarian leadership a fund raising 
campaign could be launched and _ thi 
hospital could be provided with thes« 
necessities W ithout Hoating more bonds 
or imposing further on one especially 
wealthy benefactor 

The Rotarians brought together all 
civic groups and formed the United 
Service Club for Endicott’s Ideal Hos 
pital 

Within four months, by combining 
efforts and subordinating individual 
club pride to the development of com 
munity pride, the additional money 
had been pledged. In this way, the 
Rotarians not only took initiative but 
helped form a favorable climate in the 
community that encouraged widespread 
participation in the drive. Thus, lead- 
ership and organization as well as 
actual field work are often contribu- 
tions that service clubs can be expected 
to make to hospital development and 
equipment needs programs 

Across the 400,000 
American Jews in 1750 chapters and 
community 


nation some 
lodges have been doing 
service and citizenship work for 113 
years through B'nai Brith. In every 
community where chapters and lodges 
are established, the entire citizenry has 
benefited from the cooperation and 
strength of this organization. Typical 
of the work done is the contribution 


of manpower, or womanpower, of the 


Stamford, Conn., chapter. During onc 
of the drives to raise funds for polio, 
a routine letter was sent by the local 
polio chairman for a token contribu 
The ladies of B'nai B'rith 


said they didn't like the idea of merely 


tion of $25 


making small token contributions but 
wanted to do something more 

They offered their time to collect 
money in’ theater lobbies for a week 
By doing this they were able to turn 
fund 
a big difference from the $25 


asked to 


over more than $2400 to the 
drive 
they were originally con 
tribute 

With 2,800,000 members organized 
in 17,200 posts, the American Legion 
world’s largest veterans’ organization, 
attributes its growth to the fact that 
ms activities are mostly commun ify 
centered and community minded 

One of the 


American Legion, as set forth in the 


basic purposes of the 


con 


preamble to the organization's 


stitution, is “to inculcate a sense of 
individual obligation to the commu 


nity, state and nation 


LEGION HAS MANY PROJECTS 


This basic purpose, operating within 


the wide autonomy granted the in 


dividual post, has found expression in 
a multiplicity of activities and projects, 
variously sponsored by such com 
mittees as rehabilitation, Americanism 
child welfare, and community service 

Following the close of World War 


II, communities of every size found 


their health services inadequate to 
meet their growing populations and 
the increasing demand 

Fund raising for hospital construc 
tion, the donation of needed equip 
ment, scholarships for nurses, volun 
teer services for hospital patients, 
public support of bond referendums 
operation ot ambulance service, and 
many other similar activities are ex 
amples of American Legion participa 
tion in hospital projects 

When the citizens of Indianapolis 
launched a $12 million campaign to 


improve and add to the private hos 


pital system of that city, the employes 


of the American Legion national head- 
quarters in Indianapolis and all mem 
bers of the American Legion and its 
auxiliary, organized their own payroll 
deduction plan, which raised $8159, 
enough to equip a two-bed room in 
the new This 
amount was matched by another gift 
contributed from the funds of the na 


community hospital 


tional organization of the Legion itself 


(Continued on Page 100) 
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LUXOR ALPINE 


’ 


| 
Delivers complete | 


tribution 





IN HOSPITALS 


Hanovia 
Equipment 


SUPER ALPINE 
QUARTZ LAMP | QUARTZ LAMP 


—~ — 
ao) ce 


Powerful, high in- 
ultraviolet spectrum, |tensity quartz mercury/trated source of ultra- 
Provides intense radia- | arc emits all effective in-| violet for local and ori- 
tion of wide, even dis-| tense bands of therapeu-/ficial application. Air 


- ultraviolet. 

proving high clinical value 
of ultraviolet therapy in treatment of 
all these diseases and conditions: 


AERO. = 
KROMAYER 
QUARTZ LAMP 


i 


\ 





Intense, concen- 


cooled! 





—— — 








Physical Rehabilitation: Ultra- 
violet is particularly effective 
in increasing blood hemoglobin 
level, Authoritative report 
reads: “The blood « hanges pro- 
duced by ultraviolet radiation 
are increased number of red 
and white cells and platelets, 
lowered blood sugar, increased 
sugar tolerance, increased 
blood calcium, relative lympho- 
cytosis and eosiniphilia.” Other 
authorities state: “Ultraviolet 
exerts a glycogen storing effect 
preventing the lowering of re- 
spiratory quotients after mus- 
cular exercise.” Exposure to 
Hanovia ultraviolet improves 
absorption and utilization of 
calcium, iron, nitrogen and 
phosphorus, 


Tuberculosis: Irradiation is of 
distinct value for patients suf- 
fering from tuberculosis of the 
bones, articulations, perito- 
neum, intestine, larynx, and 
lymph nodes, or from tubercu- 
losis sinuses, 


Care of Infants and Children: The 
prophylactic and curative ef- 
fects of ultraviolet radiation on 
rickets, infantile tetany or spas- 
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mophilia, and osteomalacia are 
well known. 


Psoriasis: Goeckerman_tech- 
nique, crude tar and ultraviolet 
pa oer very helpful in nu- 
merous cases. Ultraviolet pro- 
duces definite chemical change 
in tar, a combination both reli- 
able and effective. 


Other applications include treat- 
ment of numerous skin diseases, 
with ultraviolet radiation act- 
ing specifically on lupus vul- 
garis, and providing a bene- 
ficial effect in such conditions 
as acne vulgaris, pityriasis ro- 
sea, indolent ulcers, and some 
forms of eczema. 


Yours on request: Authoritative 
treatises describing ultraviolet 
therapy. Write for your free 
copies today. Dept. MH-6 


CLL LLL cecarest name] 
ede IW ULTRAVIOLET 


100 Chestnut Street, 
Newark 5, New Jersey 
Chicago + Cleveland 
Washington, D. C. 

Los Angeles * San Francisco 


° Dy OM mhing 


America’s finest 


and most 


complete 


line of guaranteed" 





CO tentittl 
AUDIOMETRIC 


EXAMINATION 
ROOMS 


engineered and designed 
for hospital use! 











Send coupen today for “10 
Reasons Why” JAC Clinical 
Audiometric Rooms are a 
must for your institution 
and complete details 


Industrial Acoustics 
Company, Inc. 

Dept. 40 

341 Jackson Avenue 
New York 54, N. Y. 
Gentlemen: 


a 


*JAC’s Clinical Audiometric 
Examination Rooms offer 
guaranteed performance made 
possible by the hundreds 

of proven installations of IAC 
rooms now being used for: 


Clinical Examination 
Hearing Aid Fitting 
Pure-tone testing 
Psychogalvanometry 
Industrial Screening 
Medical Research 
Psychophysical testing 
Neurological research 


Research of Heart Sounds 
and Auseultation 


im] 
al 


F 4 














MODEL 200 


Please send “10 REASONS WHY” and complete details 
of IAC Audiometric Examination Rooms to: 


Name 
Hospital 
Address 














From these tew examples can read 


ily be seen the support 


hospitals everywhere have if cthes¢ lo 


potential 


cal clubs are approached in the right 
way. Their contributions amourt io 
millions of dollars annually and their 
support of nurses’ training and re 
search is tremendous. So it would seem 
important that administrators cultivate 
these groups properly. But there are 
several approaches and cautions that it 
might be well to note here 

First, an administrator always should 
have in mind a list of needed items 
of varying magnitudes, ze. an eye 
bank for 


Lions Club, or a new 


a large group such as the 
bulletin board 
for the nurses’ quarters for a small 
Girl Scout troop 

In this connection, it has proved to 
be wise to make sure that the needs 
cited can serve a number of patients 
or people, that they are really justified, 
and that they have a certain appeal to 
the donor group 

Another important factor that should 
be taken into consideration is the na 
tional projects of many service organi 
zations. The Shriners, for example, 
have consistently undertaken the proj 
ect of hospitals for crippled children; 


the Lions support their sight saving 





campaign; the Kiwanians in’ many 
parts of the country contribute their 
ettorts to tresh au camps It 1s, there 


tore, far more effective to approach a 


club for help that may be already 
working on a project that ties in with 
hospital needs 

If one club is quite busy with a big 
project that may have nothing to do 
with hospital support, it is better to 
look for a 


Next, it 1s important fO maintain a 


club not quite so busy 
steady public relations program with 
the community civic organizations. In 
these 


cluded in this campaign are 


steps: (1) Be available to speak to 
luncheon mectings to tell the hospital's 
story, its progress and problems, and 
keep up personal contact with thes¢ 


groups at all times; ( Invite groups 
to tour the hospital occasionally (> 

publicize in the local press and over 
local radio stations. hospital activities, 
involving service 


espec tally projects 


club cooperation; (4) direct annual 
reports of the hospital to the atten 
tion of organizations with which tt 


desires tO maintain a strong contact 

There are two other proposals that 
are worth considering in this regard 
clubs 


First, an association of service 


can be formed to keep interest in hos 


Extra steps can be costly in emergencies. 


Hyland Liquid Plasma saves steps — requires 


no refrigeration, reconstitution or preliminary 


warming ...no blood grouping, typing or 


crossmatching. Supplied in 300 ce liquid units . 


irradiated citrated normal human plasma, 


ready for immediate infusion. 


HYLAND LABORATORIES 


4501 Colorado Blvd., Los Angeles 39, California 
252 Hawthorne Ave., Yonkers. New York 





pital activities at a consistently high 
And, SCC 


ond, the hospital, through the board 


level throughout the year 


of directors, can make an annual award 


to the service club that does the most 


outstanding job for the hospital tor che 


year. These serve to keep public at 


tention focused on the hospital and 


thereby keep a favorable reservoir of 
trom which to 


community good will 


draw as the need arises 


One thing should not be forgotten 
Phe initiative for developing good re 
lations with service organizations be 


longs to the hospital administrator. The 
activities and policies of the organiza 
tions mentioned tnodicate the dexrce to 


which these clubs are willing, even 


directed, to help welfare institutions 


and hospitals. It is up to the local 


hospital officials to break the 1c 


j 


with these groups and acquaint them 


pertorn 


the equipment they could provide, and 


with the services they can 


the support they can garner tor the 
hospital from the community 

A short time ago a visitor trom Ger 
many was visiting our hospital and 
was invited to attend the luncheon of 
the Knoxville chapter of a local civi 


When he 


pital project they 


club heard about the hos 


were undertaking 


he seemed quite surprised. Later he 
| I 


asked about it, and when he was told 


of the numerous activities and the vast 
amounts of equipment purchased tot 
the hospitals by civic organizations all 
| 


over the United States, h expressed 
great amazement 
Such a wealthy country as America 


has to depend on voluntary charity to 
run its welfare institutions! It ts quite 

govern 
j 


a surprise. In Germany, the 
ment plays the major role in provi 
ing this type of support. Tam quite 
surprised that America should be so 
unorganized in this matter 

This is a typical reaction for som 
one who does not know that even in 


so vital a matter as 


equipping and 
supporting hospitals, America reflects 
a truly democratic attitude, a genuine 
community mindedness. It is the in 
dividual citizen who benefits from the 
hospital and its services. And through 
the thousands of service and civic of 
ganizations in his community he volun 
tarily assumes his share of the burden 
of helping to provide for needs not 
met under the straining budgets ot 
today’s hospitals As a hospital ad 


muinistrator the 


1 am grateful tor 
support and proud to be working with 
some of our nations finest mstitucions 


the service clubs 
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KOENIG DRESSING AND SUPPLY CARRIAGE 


Since 1860 


TAKE COMPLETE DRESSING SERVICE 
TO THE PATIENT’S BEDSIDE 


LARGE CAPACITY « FEATHER-TOUCH MOBILITY 


Now, everything you need for complete bedside 
dressing service ...in a compact, full-capacity, 
noiseless mobile unit. Rolls at a touch on recessed 
wheels which give complete foot clearance and 
protection against knocking casters out of line by 
bumping. It's lightweight, durable, easily cleaned 
and non-corrosive, because it is constructed of 
strong, square-tube aluminum with stainless steel 
working surfaces. This finest of mobile dressing 
carriages may be obtained complete with 


dressing jars, medication bottles. 


The Koenig Dressing and Supply Carriage is 

part of outstanding Aloe Alumiline . . . equipment 
designed in close cooperation with experienced 
hospital personnel to meet the exact needs of 
modern hospitals. In surgery, nursery, delivery 
room, nurses’ stations and general nursing service, 
Alumiline has proved itself in hundreds of 


hospitals across the nation. 


GET THE COMPLETE ALUMILINE STORY 
Mail coupon now for brochure that illustrates 
and describes the Koenig Dressing and Supply 


Carriage and other Alumiline Hospital Equipment. 





A. S. ALOE COMPANY, 1831 Olive St., St. Lovis 3, Mo. 
Dept. 105 
| would like to receive complete information on: 

_] Koenig Dressing and Supply Carriage; 
14 FULLY- [_] Alumiline Brochure. 
| STOCKED 
Ge S.- aioe company DIVISIONS rae 
COAST-TO- 


World's Foremost Hospital Supplier ’ 
COAST Hospital 





Address__ 





City 
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MEDICINE AND PHARMACY 





How to Calculate the Laboratory Work Load 


‘| HE correlation of clinical labora 
cory staff and diagnostic tests 


involves many factors 


Operation study methods in clinical 
laboratories apparently have not been 
thoroughly applied or reported. Our 
experience has shown that a great 


variety of circumstances and conditions 
may affect the work output of a clin 
ical laboratory. These operation studies 
have been of much help in staff assign 
ments, work load requirements, budg 


etary matters, and in many other prob 


lems. The material presented here may 
stimulate others, lead to improved 
patient care generally, and to a better 


understanding of laboratory manage 


nent 


ELEMENTS OF IMPORTANCE 


Among the factors that may 


many 


influence technological output, accur 


acy and adequacy of a clinical labora 


tory are the lab« ratory le cation: 
equipment type and layout; traffic 
patterns; types of patients served; 


umount of work in each specialty 


manner of specimen preparation and 


collection; meal hours for patients and 
staff; clarity and timing of work re 
quests; the amount of emergency work; 

The authors are, respectively, chief of 
the laboratory section and supervisor, Unit 

Laboratory, Clinical Laboratory Service, 
Veterans Administration Hospital, Hines 
Ill 

Published with the approval of the chief 
medical director. The statements and con 


lusions published by the authors are the 
result of their own study and do not neces 
sarily reflect the opinion or policy of the 


Administration 


Veterans 


102 


Conducted by Robert F. Brown, M.D 


SEWARD E. OWEN and EDMUND P. FINCH 


+ 


the type of tests done; abilities of 


technologists and of the professional 


staff; size of the staff, and, possibly 


director Ss or 


the most important, the 


SUPCrVISOT S ability to coordinate these 
elements nicely and to generate accept 


attitudes in the lower echelons 


able 
ot the staft 


METHODS AND RESULTS 


Despite the scarcity of well quall- 
fied technologists, hospital laboratories 
must produce acceptable output, oper 


ate in the most efficient manner, and 


provide accurate results in the shortest 


possible time 


I 
basis, a two pronged investigation was 


Using this thesis as a 


undertaken: First, what comprises a 
standard laboratory man-hour (SLMH ) 
and how does this standard hour vary 
from section to section; second, can 
a series Of norms for test 


(TMH ) 


what are the variations to be expected 


we establish 


output per man-hour and 
here? 

After some investigation we decided 
that the SLMH should be divided into 
five parts: (1) benchwork—time spent 
performing actual technical work at 
the bench; (2) collection time—col- 
lecting the specimens from ambulatory 
and from bed patients; (3) rest and 
needs this 


personal includes paid 


leave of any type and some time for 
personal needs; (4) nontechnical time 

preparation of reports, telephoning, 
conferences and seminars; (5) reagent 
preparation, cleanup of equipment and 
glassware, checking of stock standards, 


ind so on 










The operation study methods reported here are 





helpful in assigning staff, estimating the work load 





requirements, and determining laboratory budgets 







varied 


SLMH 


Was fo be cx 


The 
with the specialty, as 


Table ] 


divisions of the 


pected ( See and Graph | on 
104 


page 
Benchwork time { 


varied from a high 
of 46.6 minutes in parasitology to a 
low of 30.5 minutes in bacteriology 


Collection time for the transfusion 
section was 14.1 minutes as compared 
to 2.5 minutes for bacteriology. There 
was nothing significant in the rest and 


This 


is influenced by the number of senior 


personal needs fraction figure 


grade workers in each section since 
these employes receive more annual 
leave. Nontechnical time was lowest 


(1 minute) in the hematology section, 


where comprehensive 


used, as 


printed report 
forms are compared to 5.7 
minutes for the urinalysis section where 
examina 


the reports of microscopic 


tions are relatively lengthy and hand- 


written. The bacteriology section util 
ized 16 minutes of each hour in re- 
agent and media preparation, while 


parasitology needed only 1 minute, 


hematology required 1.6 minutes, and 
biochemistry, 2. minutes 

At this hospital, laboratory exam 
inations are classified by type, regard- 
less of the laboratory section in which 
they are performed At the end of 
each day, data obtained from the re 
port forms are posted on the section 
work sheets. At month's end, the tests 
are added and the totals consolidated 
on a standard monthly report form. On 
this latter form the various examina- 
tions are grouped into nine categories 
Six of general 


these categories are 
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ee 


os 


mitages all along the line 


SURITAL sodiurn 


ultrashort-acting intravenous ap 
easier for dl 
From rapid inductior 
Recovery is almost al 


res a readily controlled surgical § 
m, or to respiratory depression. ~~ 


SURITAL sodium (thiamylal sodium, Pa is}, 4 ; or in conjunction with 
on request. — 












Table | 





Standard Laboratory Man Hour (SLMH) 


Reagent 
Rest and Non- Prep: 
Specialty Bench Collection Personal technical Cleanup 
or Unit Time Time Needs Time Time 
Bacteriology. 30.5 2.5 6.5 45 16.0 
Biochemistry....... 44.0 5.3 6.7 2.0 2.0 
Hematology... . 38.6 11.0 7.8 1.0 1.6 
Histology.... 33.7 8.2 7.3 3.3 7.5 
Parasitology. 46.6 1.2 6.5 47 1.0 
Serology.. 34.2 * fe 8.7 3.6 6.0 
Transfusion. . 31.3 14.1 6.1 2.4 6.) 
Urinalysis 37.8 4.3 4.) $7 8.1 
Average Fue 6.4 68 30 43 
The standard laboratory man-hour (SLMH) presents the activities for each hour for each 
utilized for each activity are determined from averages The 


The minutes 
average is weighted for the number of technologists in each specialty or unit 


specialty 
all-lab 


lassifications: ‘ Ss wate 
lairy products and food analyses; ¢l 
eighth is toxicology nd the ninth ts 
1 general category for tests that d 
not fic the other groupings Dasa 
metaDOlic rate Cs if IS example 


ral cateyories of 


CATEGORIES ARE SUBDIVIDED 


rene 


Each of the 


examination is further subdivided int 
workabl parts for exal ple he chen 

istry category includes blood chemistry 
tests, qualitative urinalysis, quantit 

five tests on urine nemic il tests on 
spinal fluids and other chemical diag 
NOSTIC tests Un 1¢ I cology if 
listed cell counts, typings, groupings 
cross matchings, sedimentation rates 
and a catch-all termed “other The 
bacteriology tests are broken into ag 
vlutinations, smears, cultures and 
other this last division includes 


antibiotic sensitivities and antibioric 
concentrations. Serology contains floc 
culations, complement fixations, and 
other parasitology consists of feces 
studies, blood parasites and “other 


The pathology section of the con 


solidated monthly report has nine sub 
al specimens 


are surgic 


headings: these 


(gross), frozen sections, blocks made 


(surgical 
blocks, 


slides cut autopsy speci 


mens, autopsy slides stained, 
Under 
toxicology but one space is provided 
all to 


these include for 


alkaloids, barbiturates, 
The 


is a general category 


animal autopsies, and “other 


tO enumerate tests pertaining 


toxicology; tests 


metals, 


alcohol, and 


heavy 
ninth division 


In 


tests 


so on 
other this 


placed all 
r} 


last division are not 


properly classifiable into the previous 
eight divisions 

Now the question arises as to what 
constitutes a single test or examina 
tion. It may be simpler to point out 
what procedures are not counted as 


These are: organoleptic inspec- 


tests. 
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GRAPH 1—STANDARD 
LABORATORY HOUR 
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Ve. PREP -CLEAN 
Graph 1: The five major divisions of 
the SLMH are graphed for comparison. 
Each one of these divisions can be 
subdivided by further study as needed. 
color and 


tions such as 


odor; sharpening of needles; washing 


appearance, 


glassware; preparing reagents and 
standards; sterilizing media; pouring 








lt hiseuse: cub xvamals 


ot the culture plates, tubing ) a 
injecting of mice or rabbits; additional 
or repeat examinations on tl san 
specimen to verify the ac ot tl 
original test; frozen sections; — slid 


made or blocks cut in histology. Draw 
ing of blood from donors is not count« 
uUthough the original typing, serok 
bilirubin and group determinations ot 
the donor blood are counted 

Almost all singly reques by 
tory examinations are counted as on 
test when perfor cd Ix I 
blood Suga: r¢ ire 


phe spl Orase 


ing several ens 








specin 


clearance giucose Or COs¢ 


neces, COUNT as ONE 
ri ) { hler ] rer of 
mations im OupdICcT, , ICS Ol an 
cholesterol esters and in ob 
Mm ratios, ce a s W Te ( 
iT Di¢ A re ine I 
is one CS ind CONS! t 





Concentration nd liution 
phenolsulphonthales f 
ose toleran ld ¢ se. toler 
cacl count S { cs ‘ 
1 number : ns n 1 
The same he 1S f ) 
sis, with on f f S ( 
n ber of spe s Re blo 
ount, white blood cell count, ditt 
ential, hemoglobin m pl 
let count, sc lin nt Ion rate blee ling 
time, coagulation time, clot retraction 
ind sickle cell study each count as one 
test. Blood typing and grouping, al 
though done in duplicate, each list as 
one test only, as does cross matching 
A bacterial culture is considered as a 

| {less or the 


singie examination regare 
, , 
ryvanisms tsOlated, amount 


ee 


number of « 


of culture media used, or serologi 
reactions tried in identifying the or 
vanisms 

The coagulase test, bile solubilities 
ind similar tests are not counted at 
all. Smears which are done routinely 
on every culture and each drug used 


lod 


are recorded 


In parasitol 


] 


in antibiotic sensitivities 


studies 


and 


as onc test yy 
malaria, ova an 


1 
blo« J 


for parasites 


occult each count as one test 


Under pathology, surgical, autopsy and 


| 


other” are counted as one each, al 


y consist of 


ind 


specimen mi 
numerous ot 
slides and blocks are prepared. Water, 
food 
specimen basis only 


though the 


pieces tissuc many 


and milk are counted on_ the 
In serology each 
specimen counts as a single determina 
The 


ization of the reagents, furnishing sup- 


tion preparation and standard 
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portable, explosion-proof luminaires 
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plies to other hospit il laboratories, the 


bleeding ot sheep, and so on are not 


} 


counted as tests 


Depending upon the use of the data 


] ted 


collected, various members ot the lab 


oratory staff are included or 


excluded 


in the studies. In work load output 


and test per man-hour determinations 


those staff members whose daily 


only 


work is listed on the tally sheets are 


counted. Examples of staff personnel 


certainly essential for the proper func 


tioning of the laboratory but whose 


daily activity does not directly attect 


work loads are the pathologists, res! 


staff, 


caretakers, 


lent physicians, secretarial 


attendants, animal 


morguc 
dishwashers and probably administra 


tive personnel. These are not included 


in work load output studies 


Conversely, in calculating test costs, 


preparing budget estimates, costs of 


laboratory service per patient day and 


| 


similar studies, all assigned and part 


time personnel, teaching members 


j 


consultants and other paid employes 


are included because their salaries are 
as much a part of laboratory expenses 
as afc supplies, equipment and main 
renance 
Using the criteria mentioned, nam« 
ly, what constitutes a single test and 
which employes are counted, the 
monthly total of tests performed in a 
divided by the number of 


worker hours spent doing those 


section § 1S 
rests 
The resulting figure represents the 
TMH 
iracy is sacri 


sake of 


tests per man-hour for that 


department. Some acc 
ficed by this method for the 
practicability and expediency 

In a large hospital laboratory with 
men on duty 24 hours a day on a rotat 
ing shift basis, it is possible that a 
field 
often does work in one or more of the 
fields A 


Situation 1n 


technician specialized in one 


other short review of this 


our laboratory revealed 


that about 3 per cent of all chemical 


tests are done on shifts other than the 


GRAPH 2— 


Table 2—Over-Ali Laboratory 


Averages 


Year Avg. TMH 


1952 5.3 
1953 5.6 
1954 5.4 
1955 5.6 
1956 5.9 


regular day shifts, and that less than 


0.5 per cent are done on the 24 hours 


of Sundays. The time spent in deter 


mining these minor factors appears 


not to justify the results 


The findings of Operation studies, to 
be of 


| } 
results, and 


value, must present consistent 


any variations should be 


The 


for five years and dur 


of minor significance system has 
been used now 
ing this time approximately 4 million 
laboratory examinations have been per 
over-all laboratory 


formed. The aver 


) 


ages are shown in Table 
The tests per man-hour, by specialty 
Table 3 
a subsection of the chem 
The of 6.5 TMH 
includes chemistry and urinalysis. The 
figure for urinalysis alone is 16.1 TMH 


compared to 4.5 for chemistry alone 


or section, are shown 1n 


Urinalvsis ts 


istry section figure 


Similarly, the blood transfusion sec 


blo« rd { 


tion, the donor section, and 


hematology are grouped to give an 


TMH otf 


and 


average + while histology 


serology bacteriology are shown 
Sections 


1956. 


as separate 


In November 


f 


acute 


there was an 


This 


usual amount 


shortage of technologists 


required more than the 


of overtime. Ordinarily, overtime as 


used on occasion is not a significant 


factor in our work load studies, and 


it is therefore not calculated. To sec 
have on 
November 1956 


Table 3. The 


of 9.2 TMH for hematology is highly 


what effect this might our 


findings, the values 


are included in valuc 


undesirable because we have found 


that insufthicient time can be spent with 


each specimen at this rate of work 


There are also employe attitude and 


morale factors to consider when heavy 


loads are long continued 


In checking for seasonal and month 


] 


ly variations, we prepared Graphs 


and 3. The load per month per work 
cr varies with the length of the month 


and the number of holidays in the 


month, but aside from the usual varia 


tions in test distribution, nothing 


much of value in predicting work load 


output is gained. It is interesting to 


note that the monthly work load per 


SOU to more 
Not 


reach such limits 


worker varies from than 


1000 tests per month all labora 


tories will whil 


others, owing to test type distribution 


j 


may exceed these values 


Graph 34, showing work 


lc vad per 


man-hour by months over a three-year 


period, shows that generally the work 
| 


load or TMH varies trom five to six 


The drop shown in the summer of 
1954 was caused by an adjustment in 
admissions. the 


load 


patient parallel de 


creased imposed on the labora 


tory, and a subsequent staff adjustment 


in laboratory force to compensate for 


the new situation Cont. on p. 108 


Table 3—Tests per Man-Hour by Specialty or Section 


Specialty 
Bacteriology 
Chemistry and urines 
Hematology 
HistOlOGY. occ cccece 
Parasitology 
Serology.... 
Average......... 


transfusions 


LOAD PER MONTH PER WORKER 


CLINICAL LABORATORY 


MONTHS 





4 


peat ow 





TMH—1954 TMH—Nov 
3.8 4.0 

7.0 

v2 

ao 

49 

5.6 

59 


1956 


GRAPH 3 — 


WORK LOAD PER MAN HOUR 








JFMAMJJASOND 


1953 1954 


Graph 2 (left): The load per month per worker graph indi- 
cates that work load varies from 8000 to just over 1000 
tests per month per worker. Work days per month and test 


106 


JFMAMJJASOND JFMAMY ASONOD 
O55 


JF MAM 


753 


ASONDJFMAM A »J FMAM 


1954 955 


distribution affect the load. Graph 3 (right): This graph 
illustrating work load per man-hour, by months, shows 
that the average hourly test output varies from 4.3 to 6.31. 
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price list of White Knight Hospital 
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Will Ross, Inc. representative soon. 
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Many other guiding charts are uti 
lized in management. In general, these 
tend to show that larger hospital lab 
oratories have a lower cost per test, 
generally a greater number of tests 
produced per worker, and usually more 
tests per patient treated. These find- 
ings apply in particular to general 
medical and surgical hospital labora 
tories. In our large general, medical 
ind surgical hospital, the following 
listribution of tests is characteristic 
hematology, 43 per cent of the total 


test load; biochemistry, 28 per cent; 


bacteriology, 7 per cent, histology, 


} per cent; serology, 5 per cent, para 
sitology, 3 per cent; other, about | 
per cent 

The over-all laboratory hourly tests 
output remains within exceedingly 
close limits over a five-year period 
The test load output per man-hour 
in each specialty also remains reason- 
ably constant. The most important 
factors affecting test load output per 
hour appear to be work loads imposed, 
staff size variations, and the distri 
bution of tests. The work load per 
man-month varies from 800 to slightly 


more than 1000 tests 


COMPANION ACCESSORY 
to Jewett’s Famous 
Mortuary Refrigerator 


THE JEWETT ! 
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\UTOPSY 


The Jewett Autopsy Table is recommended by pathologists in 
all parts of the country. All stainless steel sanitary construction, 
adjustable rests and supports for any size body, movable instru- 
ment tray, choice of head rests, ease and convenience of dissection 
... these are just a few of its outstanding features. This table was 
actually designed by practicing pathologists and incorporates 
ideas from several leading members of the medical profession. 
Your first experience with the Jewett Autopsy Table will demon- 
strate that it was built to meet your requirements. 
We also invite your inquiry on custom-designed equipment. 
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To be comparable, operations anal 
yses of work done in clinical labora 
tories must be based on a_ standard 
test list and a strict interpretation of 
what constitutes a single test. Onc 
method ot counting tests 1S presented 
forms and 


methods of test enumeration are dis 


A review of the report 
cussed. The total laboratory staff is 
included in budgetary and cost anal 
yses. Only those workers directly con 
ducting tests are included in work 
output studies, while all workers in 
each section or specialty are consid 
ered in standard hour determinations 
divisions of the 


(SLMH ) 


vary with each specialty, but each divi 


The five activity 


standard laboratory hour 
sion in a specialty is consistent over 
an extended period of time. Likewise 
SLMH ot all laboratory 


activities, when properly weighted for 


the average 


the number of technologists in each 
specialty, remains fairly constant. A 
review of the graphs and tables shows 
no direct between the 


SLMH in 


load output or tests performed per 


relationship 


a specialty and the test 


man-hour in that specialty 

A variety of factors undoubtedly in 
fluences the test output of clinical lab 
oratories, and some of these are given 
It is believed that the work production 
values as discussed will be characteris 
tic for each laboratory. Comparisons 
may be made between laboratories 
serving similar types of hospital when 
hospital size and the matter of desir 
able service coverage are allowed for 

It is possible to apply management 
principles to hospital laboratories and 
to utilize the results in staff adjust- 
ments, grade assignments, budgetary 
matters, and other ways. The standard 
laboratory hour for separate large sec- 
tions has been broken down into five 
components. For the entire laboratory 
these components average 37.5 min 
utes for benchwork; 6.4 minutes for 
specimen collection time; 6.8 minutes 
for rest and personal needs; 3.0 min 
utes for nontechnical duties, and 6.3 
minutes for reagent preparation and 
cleanup 

A method for counting diagnostic 
laboratory examinations has been given 
and a study of test output per man- 
hour in each specialty has been pre- 
sented. The average number of tests 
per man-hour for the entire laboratory 
in 1954 was 5.4; over a five-year pe- 
riod this value ranged from 5.4 to 5.9 
tests. No correlation could be estab- 
lished between standard laboratory 
hour and test output per man-hour. 
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Presenting many exclusive operating characteristics, the A.C.M.1|. Electrocardiograph, Model 
C-800, brings to cardiology a portable, ultra-sensitive precision instrument that provides the 
utmost in convenience, accuracy, patient protection and long service 


AUTOMATIC LEAD SELECTION 

The lead selector switch permits individual re 
cording of leads without moving electrodes 
compensates automatically without switching 
off amplifier circuit. The three standard leads, 
plus the chest leads, V (Wilson) lead, and aug 
mented (Goldberger) leads, are each fused for 
oy: hai -1ah am eae) ¢-leidlelan 


INSTANTANEOUS PERMANENT RECORDINGS 
A freely-moving heated stylus, with automatic 
temperature control, records with exceptiona! 
accuracy directly on the heat-sensitive paper 
The synchronized motor-drive assures constant 
paper speed. Paper replacement is easy. 


PRECISE ELECTRICAL CONTROLS 
The powerful galvanometer maintains accuracy, 
(di cvon dgelallommet| gett |) c-mmovelanl el-sar-y-1 lal2am eam '7-lat-helelar) 
in the line voltage and assuring constant power, 
with complete freedom from 60-cycle interfer 
ence. A selenium rectifier is provided for the 
pre-amplifier tubes 


ALUMINUM CASE WITH HANDLE 
The lightweight. sturdily built case permits ready 
mS de-lab-yelelad-belela 


PERFECTION OF ENGINEERING 
Meticulous manufacturing assures efficient serv 
ice for many years, with a full year’s guarantee 
against defective parts or workmanship 





See the C-800 at your dealers 


or write for complete information 


American (ystoscope Makers, Jne. 
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The Toxicology of Metals 


Review of the sources, manifestations and 


methods of treatment of metal poisoning 


OXI¢ OLC IGY defined as 


that phase of pharmacology deal- 


may be 


ing with the harmful effects of drugs 
used accidentally, homicidally or sui- 
cidally. The metals have occupied a 
prominent position among such agents 
since at least the time of the ancient 
Egyptians, who were acquainted with 
the toxic properties of lead, antimony 
and copper. Poisoning has not, for- 
tunately, reattained the level of an art 
as it was practiced during the era of 
the Borgia family and the Machiavel- 
lian rulers, when the life of the low- 
liest or most exalted person could be 
had for a suitable price. Then, as now, 
favorite agents were arsenic and mer- 
curic chloride 
Whatever the 


metal poisoning continues to be a not 


cause Or motive, 
infrequent occurrence, and the chief 
sources, manifestations, and treatment 
of such poisoning should be known to 


each physician 


LEAD 


Lead poisoning, or plumbism, is 
by far the commonest of the metallic 
poisonings, and its incidence is prob- 
ably even greater than published re- 
ports indicate. 


Some of the industrial sources of 


plumbism are: ore processing; manu- 
facture of batteries, 
caskets, automobile bodies, and plumb- 
ng equipment; rubber vulcanization; 
pottery glazing; processes using tetra- 
ethyl (absorbed through the 
skin); painting; soldering, and print- 
ing 

Sources of nonindustrial poisoning 
are quite varied. Pica is often a cause, 


paints, storage 


lead 


110 


in that children may gnaw upon ob 


covered with  lead-containing 


The fumes produced by burn 


jects 
paint 
ing storage battery casings are highly 
toxic, and these casings are often used 
as fuel by people in the lower eco 
Poisoning has occurred 


nomic strata. 


from lead bullets embedded in the 


body for several years. It has also been 
caused by drinking water stored in 
lead pipes, using snuff wrapped in 
lead foil, and eating fruits and vege 
tables sprayed with lead arsenate. It 
is obvious that a high index of sus- 
picion and a thorough history are 
essential co the detection of plumbism, 
as in the diagnosis of any metal in- 
toxication 

Clinical manifestations of acute 
poisoning may include a metallic taste 
in the mouth, a dry or burning sensa 
tion in the throat, cramps, vomiting, 
bloody or black diarrhea, numbness 
Death may 
occur on the third or fourth day in 


may 


oliguria and convulsions 
severe Chronic 
be manifested by weight loss, anorexia 
(especially at breakfast), fatigue, me- 


cases poisoning 


tallic taste, malaise, pasty complexion, 
colicky 


either diarrhea or constipation, and 


abdominal pains, 


headache 


Peripheral neuritis frequently occurs, 


as indicated by joint pain, paresthesias, 


tremors and extensor paralysis in most- 
used muscle groups (typically, wrist- 
drop in painters and printers, shoul- 
der and arm weakness in laborers, and 


leg weakness in children). Optic 


neuritis and atrophy are also seen. 


Lead encephalitis, productive of high 
mortality and seen most frequently in 


vomiting, 


children, is associated with headache, 


tremor, insomnia, irritability, loss of 
memory, and, rarely, frank psychosis 


and convulsions. The often mentioned 
lead of Burton's line is a stippled pre- 
cipitation of black lead sulfide at the 
similar 


gingival margin. However, a 


line may be found with bismuth or 


copper poisoning. In children, roent- 
genograms may aid in the diagnosis 
by revealing deposition of abnormally 
dense bone at the growing ends of 
long bones and along the margins of 
flat bones 

Laboratory Findings. The labora- 
assumed impor- 


tory has increasing 


tance in the diagnosis of lead in 


toxication. Erythrocytes may show 
basophilic stippling (Grawitz’s gran 
ules), but this 1S by no means pathog 
may be in- 


nomonic. Reticulocytes 


low-grade secondary 
anemia is often found. Serum lead in 
0.03-0.07 mg/100 ml. is 
indicative of plumbism, as are urine 
levels greater than 0.08 mg/l. The 
most nearly pathognomonic test is the 


creased, and a 


excess of 


detection of coproporphyrinuria Cop- 
roporphyrins I and II] may be ex- 
creted in amounts ranging from SOO 
to 3000 micrograms per day, as com- 
pared to normal amounts of 100 to 
300 micrograms per day. This exces 
sive excretion is apparently the result 
of blockage of heme synthesis. 
Treatment. The first principle of 
treatment is removal of the patient 
from the source of lead. Acute poison- 
ing may be treated by gastric lavage 
and oral magnesium sulfate to form 
Tincture of 


insoluble lead sulfate. 


belladonna and morphine are valuable, 
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Isposable Unit 


ready-to-use with pre-lubricated rectal tube 
and “personalized” carton 





When the FLEET ENEMA Disposable Unit 
enema equipment, personnel are selene er 


cre le mii ey 


hand squeeze.” Each FLEET Disposable Unit. 
solution of Phospho-Soda (Fleet) . + gentle, Pr 





when the 


Orvanic arsenicals were 


Bonny 


n a lent Trivalent 


extensively 


in some areds 


¥ panosom lasts 


tOxication 


ry polson 


t 
irseni 
inifested 


istrointest 


nNron 
} 


mciu 


ns of the chron 
mal LIS¢ 

pain 
ce nstipa 
pron one 
p! mincen 
piex1on In 


or coppery skin 


ruptions or exfolt 


of fatty devenera 
m. Examinations 
other 


labs 


nails and 


treatment of 
irsenic CONSISTS 
odium thio 
athartics 
all Viate 
i | therapeuti 
Booth ice. by ‘int ing nt cute 
BAI 
Dimercaprol 


and chronic tox 


British anti-Lewisite 
BAI 


a stable complex with the 


ceiling tana i i £ ’ \ 1S 
exerts its effect 
forming 
tal, thereby preventing or reversing 
inactivation produced by 

r} 


enzyn 


essing, in 


1¢@ metal with free 


The 


in peanut oil, administered intra 


many arsenic compout ul combination 


arsenic-containing products ithydryl groups usual dose of 
contaminates BAI 


the air ! 


ticularly when arsine 


iscularly, is 1.0 ml. of a 10 per cent 


112 


used 


DSOTLASIS 


solution per 50 pounds of body weight, 


viven every four hours for from four 


aretul observation for 


BAI 


citects 


10 days. ¢ 


| 
should be 


mnciu 1c 


effects of 
1 These 


i b rhniny 


COX IC main 


raine lacrima 


tion sensation of the lips 


iryness of the mouth, muscular aching 


ri 


CiCSSNESS paresthestas, Sweating 


apprehension, rapid 


pressure 


maustries 


ction of the 


processing, 


' ' 
such articies as 


ers and mercury 


has occurred in 
to mercury 
pre vent 


acks and 


as lary 


abortifacients 


whicn can 


Isc pt Soniye 


bl iy 


OrrOosive SUDIIT 


often ingest 


toxic dose is only 200 


isually prevented it 


rs within i minutes 


ingestion. However, the organic 


j 


are considacr 


mercury poroning is mani 


a metallic taste, constriction 


with irri 


; | 
the yvastrointestinal tract 


tation and pain, vomiting, bloody 


stools, irregular pulse and respiration 


death does not 


felayed mortality 


result from renal tubular necrosis 


with subseque nt 


Chronic intoxication may present 


icself with anorexia, nausea, VOMItINY, 


diarrhea or constipation, excessive salt 


vation, stomatitis, loosening of teeth 


sore and bleeding gums, anemia, per! 


pheral neuritis, loss of memory, irri 


and = excitability intestinal 


| 


tability 


ulcers, and renal damage. Hypersens1 


tivity reaction such as skin lesions 


and acrodynia in infants are some 


times seen when mercurial medicinals 
are the offending agents 
Treatment. Treatment of the acut 
phase consists of administration of egy 
white and milk, or charcoal in water, 
followed by gastric lavage with 5 per 
formaldehyde sulfoxylat« 


cent sodium 
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Radiographs and photographs like these 
are invaluable —to the attending 


physician —to teachers and students ! 


1. CASE: 14-year-old girl with idiopathic scoliosis. Precorrection 2. Postcorrection radiograph with patient in plaster jacket fol- 
radiograph with patient seated lowing spinal fusion (top and bottom of the fusion marked by 


r 


metallic clips) 
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For Radiography: 
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4. Posterior elements of the vertebrae to be fused have been exposed 
by subperiosteal dissection. 


— 


| 


5. Interdigitation of bony spicules across the interlaminal spaces has 
been completed 


6. Raw bony area is reinforced by Slivers of cancellous bone obtained 
from the bone bank 


7. Incision closed. 
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WHY SYNKAYVITE? 


Synkayvite is a water-soluble 
vitamin-K compound of high 


anti-hemorrhagic activity, 
assuring desired clinical 


results in obstetrics and 
surgery. 


Synkayvite is convenient and 
time-saving. 5-mg (1 cc), 10-mg 
(1 cc) and 75-mg (2 cc) doses 
are all available in COLOR-BREAK 
ampuls which nurses open with 

a flick of the finger. Even the 
high-potency 75-mg dose is 
provided in low volume (2 cc). 


Synkayvite is kind to the 
patient. There is normally 

no stinging or aching, no matter 
whether it is injected 
subcutaneously, intramuscularly 
or intravenously. 


From the standpoint of physician. 
pharmacist, nurse and patient, 


let Synkayvite be your 
hospital's vitamin K. 


Hoffmann - La Roche Inc « 
Nutley > Ne. Je 


Order direct from 'Roche' at hospital prices 


Vol 88 No 6. June 1957 





MAYSTEEL 
CASEWORK 


Today's hospitals, 
staffed by Specialists, 
should be equipped 
by Specialists. 
Maysteel 
“Specializes’’ in 
Hospital Casework 


Far from a casual re-design of simple 
home-style or industrial cabinets, May- 
steel Casework is the result of concen 
trated “specializing” to the super-critical 
high standards of hospital demands. Thus, 
only in Maysteel Casework can you ex 
pect the wealth of exclusive advantages 
in superior strength, “built-in” styling 
hushed-action” drawer and door, the in 
stallation simplicity and flexibility of 
“unit design” planning, easier cleaning, 
modern ‘“‘functional’’ color harmonies, 
working area efficiency, the permanence 
of stainless steel and baked enamel fin- 
ish — that make Maysteel Casework the 
equipment pride of your hospital admini- 
stration and staff 

CHECK MAYSTEEL FIRST r elr your new 


or remodelling you're 


with Steel — and tuned-to-the-future with 
L 


NEW MAYSTEEL 
CATALOG 


Dv ne 


PRODUCTS 


Sales Office: 738N. Plankinton Ave. 
MILWAUKEE 3, WISCONSIN 
Factories: Mayville, Wisconsin 
Representatives in Principal Cities 


solution. BAL is administered, as in 
arsenic potsoning, as soon as possible 
and is continued for at least three or 
four days. Survivals with BAL therapy 
after ingestion of as much as z £ms 
of mercuric chloride have been re 
ported. This is also the treatment of 
choice in the chronic form. Morphine 
may be valuable for the alleviation of 
pain. Many patients may survive the 
oliguric, anuric and diuretic phases of 
tubular necrosis if careful attention is 
paid to electrolyte and acid-base bal 


ance 


BISMUTH 


This is another therapeutic metal 
largely outmoded by antibiotics. W ide- 

d in the past in the treatment of 
syphilis, bismuth deposits at the sites 


of injections can often be seen 1n 


f 


x-rays of patients so treated. It is 
employed orally as a sedative in gastric 
irritation, but little is absorbed. The 
chief source of intoxication now 1s 
bismuth applied in pastes and salves 
to Open wounds and burns 

Signs and symptoms of poisoning 
arc metallic taste; excessive saliva 
tion; foul breath; a black line on the 
gingival margins, similar to the so 
called lead line; stomatitis; diarrhea 
with dark stools; albuminuria, occa- 
sional jaundice; dermatitis; pigmenta 
tion of soft palate and inner surfaces 
of cheeks 

Treatment is rarely necessary. BAI 


may be of some value 


ANTIMONY 


A metal similar to arsenic, this is 


emetic and 


ised medicinally as an 
antiprotozoal drug, in certain art work, 
in rubber vulcanization, and in storage 
Antimony pot 


battery manufacture 


soning often occurs simultaneously 
with lead and arsenic poisoning be- 
cause of their frequent close associa 
tion in industrial situations, making 
differential diagnosis extremely difh 
cult 

Manifestations of acute poisoning 
are severe gastrointestinal irritation 
with uncontrollable vomiting and diar 
rhea, corrosion of mucous membranes, 
a metallic taste, a sense of constriction 
in the throat, excessive  salivation, 
rapid and weak pulse, weak respira 
tions, convulsions, and death. In the 
chronic form, joint and muscle pain, 
acute arthritis, marked bradycardia, 
EKG changes, hepatitis, pneumonitis 
and loss of libido are prominent 

Therapy of acute poisoning caused 


by ingestion of antimony is gastic lav- 


age with a warm solution of tannic 
acid BAL ts of doubtful value 


THALLIUM 


The chief sources of Intox! 


cation presently are rat poisons and 


depilatories. The metal enjoyed brief 


popularity in the treatment of ring 
worm of the scalp in children, but was 
soon found to be too COX IC It 1s, 


innecessary and dan 


a most 
rer drug. Thallium p f r «} ld 
gcrous drug hallium porsoning should 


be suspected in every case Of unex 


plained polyneuritis 
Toxic effects include lassitude, pain 
n the lower limbs, emesis, abdominal! 
pain, albuminuria, central nervous sys 
} 


m disorders, lan 


ALC 
endocrine organs, liv kidney 
isturbances of 

nd polyneu 

[reatmen 


oOsulfate 


period of time 
Lesions of th 

membranes, includ 
foliative dermatitis, stot 
tis, colitis and vaginitis 
in gold poisoning, 

crasias, renal damage 
peripheral neuritis and 
caria, eczema, and 


BAL its of 


the treatment of gold poisoning, and 


lefinite effectiveness in 


1 as recommended for 


is administer 
j 


mercury and arsenic poisoning. ACTH 


is also apparently of some value in 


this condition 


SILVER 


Silver 


lr rn 


poisoning can resul from 
either industrial exposure or incautious 
medicinals 


use of  silver-containing 


Silver salts have long been employed 
| 


in medicines and cosmetics, and the 


incidence of argyria has varied in 
direct proportion to the popularity of 
silver compounds in therapeutics. Silver 
nitrate has been a frequent offender, 
as has silver in organic combination 
with protein in such preparations as 
argyrol and protargol 

A burning sensation in the gastro 
intestinal tract, vomiting, vertigo, pare 
sis, collapse, and death are typical 


events in the acute form of silver 


intoxication. The chronic form 1s ar 
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cleans as it disinfects 


for less than two cents a gallon 


WESCODYNE is a completely new detergent-germicide that 
contains amazing “Tamed Iodine’’®. Increases germicidal 
capacity three to four times and offers a much wider range of 
effectiveness than solutions containing chlorine, cresylics, 


phenolics or quaternaries. 


WESCODYNE is also an excellent detergent as well as a powerful disinfectant. 
Provides fast cleaning action as it disinfects. A time and labor saver. 


all at a cost of less than 2¢ a gallon at use dilution! 


WESCODYNE is nontoxic, nonstaining and nonirritating to the skin when used 
as directed. Further, it contains an exclusive “built-in” safety feature. In use, its 
amber color guarantees the presence of germicidal activity. When this color 
disappears, a fresh solution must be used. You’re always sure of germicidal action! 


WESCODYNE is recommended for almost any disinfecting procedure. Safe to use 
Unaffected by hard or cold water. Leaves no “hospital smell.” Send coupon for 
full information, including recommended surgical, nursing and hospital procedures. 


LARGEST COMPANY OF ITS KIND IN THE WORLD 
WEST DISINFECTING COMPANY, 42-16 West Street, Long Island City 1, N. Y. 
Branches in principal cities * In Canada: 5621-23 Casgrain Ave., Montreal 


Please send full information on Wescodyne 
Please have a West representative telephone for an appointment 


DISINFECTING 


Position 
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gyria, in which the ingested silver ts possible to remove. Some success has probably much higher than published 


distributed mainly in the skin, produc been reported with multiple intra reports indicate 
ing a characteristic bluish pigmentation dermal injections of 10 per cent potas In acute intoxication caused by cad 
which may be mistaken for the cyano sium ferricyanide with 6 per cent mium ingestion, prominent findings 


sis of heart disease. A slate-blue silver sodium thiosulfate solution, BAL ts are a violent gastritis accompanied by 


ine at the gingival margi mi incftective in argyria nausea, cramps, vomiting diarrhea 


the first indication. The famous weakness, and a metallic taste. Tt che 


man’ of the Barnum and Bailey circus CADMIUM metal is inhaled, symptoms such 


VI 


victim of argyria Cadmium used in the plating and dryness of the dl t uy head 


Acute silver poisoning may be treat vlass industries is occasionally involve ache, vomiting and a sensation of pre 
ed by precipitating insoluble silvers in poisoning. Cadmium-plated pots cordial 
j 


CONSLFICHION are present. sever 


chloride by the administration of so trays and pitchers containing acid food lyspnea and prostration may follow 


dium chloride and demulcents. The stuffs and beverages have caused se Cadmi 


: " j 
cOosmed§ctic disfigurement oft arepyria is its cral POtse nings and th mcidence of urine 


effect, but this almost im nontatal cadmiun poisoning ts n a tot but the amount 


IC SCVCTITY 


the mroxication 


Strikingly variable chronic synd 


been reported in) workers in 


romics 


Manifestations are 
pains in the lumbar region and lower 
limbs, and gait disturbance; milkman’s 

na r loyty rir R 
syndrome with pseudotfractures—invis 
di 


S 





and a golden-yellow 








al cement Cause 





{ 


Emphysema an 
iently present 
when you BUY Mattresses or Furniture... ig AOE BE 


Jones 


of PERM-A-LATOR Insulators 


4 


rd 
Uy 


SELENIUM 
Marc Polk 1) \.D probably 


lescribed sclentum porsoning when 


My 


} 


hi 4 


iat 


MA 


tains 


SW ARYA 


hoots of 


Lower Replacement Costs 


... Longer Lasting Comfort! 
animal forms of sel im intoxication 


Extra strength means extra service ; = seen after the ingestion of vegetation 
from your mattresses and furniture a 8 oe containing high concentrations of the 
... less replacement expense . . . less ae metal 
maintenance overhead! Perm-A-Lator The chro of selenium poi 
wire insulators last 214 times longer ‘4 siiitiad aoe snot in wen lvinn i talk 
than ordinary insulators. They keep niferous regions. There people show 
mattresses and furniture looking - 
better . .. more comfortable. Specify 
make sure your supplier builds . This Tag is Your GUARANTEE 
your mattresses and furniture with of Stronger, Better Built enlargement, dermatitis, and archriti 
stronger wire insulators. They cost no Fonernnes qin Snprenniaes symptoms. Industrial sclenosis is seen 
more ... yet save you many dollars 1 all in the 
in replacement costs. e graphic 
paratus industrics. A typical picture 


vh urine selenium concentrations 


Men 


gastrointestinal disturbances, hepatu 


copper steel, ceramic, photo 


rubber and photoelectric ap 


ment of poisoning would include gastro 
pesca capythyymgalaorapscapcaecmnaginng Ee intestinal disturbances, erythema, pal 


BA- S = ORS, IN c ° lor de rmatitis, acute nasal and respira 

Cartage, Me. : ‘ta tory irritation, dizziness, a garlicky 

Plants in Carthage, Mo., High Point, N. C., odes ck the becath and a mecilk 
New Castle, Pa. ‘ 
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NEW X-RAY EQUIPMENT 


DEMANDS NEW X-RAY PROTECTION 


CONSULT AMERAY 
FOR COMPLETE DESIGN, 
FABRICATION, 
AND INSTALLATION 


From dental X-Ray to deep therapy and cobalt 
60 protection, Ameray will be pleased to design 
and layout your protective barrier requirements 
and quote on these requirements, either delivered 
to job site or on a completely installed basis. 

Ameray’s X-Ray protective materials are in- 
stalled and operating in most major hospitals 
throughout the United States. The above pictured 
alteration job utilizing lead-lined plywood panels 
was designed, furnished and installed by Ameray. 

Our engineering staff is immediately avail- 
able for consultation on your particular problems. 
They will engineer an economical, workable 
solution to your problems. Write for Catalog 37E 
for more details. 


X-RAY PROTECTIVE MATERIALS DIVISION 


ameray 


CORPORAT I 
ROUTE #46 KENVIL, NEW ae" 


FOXCROFT 6-4100 DEPT. MH-2 
NEW YORK PHONE: BOWLING GREEN 92-0412 
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single 
sulfonamide 
specifically for 
urinary tract 
infections 


direct / effective 


p 5 
- 


) oS & s > a ef 
THIQSULFIL 


Brand of sulfamethizole 


greater solubility 
means rapid 
action with 
minimum side effects 


AYERST LABORATORIES 
New York, N. Y. * Montreal, Canada 
5652 





satisfactory 
to surgeon 
and budget 


The surgical staff's most 
exacting demands are 
satisfied by the keener 
edge, better balance 


and greater weight of 
Crescent Blades. 

The budget benefits by 
savings of up to one-third 
made possible by 
Crescent Blades. 

TRY before you BUY. 
Send for free sample. 
Crescent Surgical Sales Co., Inc. 
48-41 Van Dam Street 

Long Island City, New York 


re 


reseent 


surgical blades and handles 


taste. Selenium poisoning may also 
be caused by misuse of selenium sul- 
fide suspensions, available for the treat- 
ment of dandruff 

BAL will reduce liver damage due 
to selenium, but will, as in cadmium 
poisoning, increase renal damage. Vi- 
tamin C may remove the breath odor 
Sodium arsenite and arsenate decrease 
toxicity in livestock. Bromobenzene is 
said to increase the rate of selenium 
excretion in laboratory animals, but no 


human trials have been reported 


BERYLLIUM 
Berylliun 


ind in the metal, ceramic and fluo- 


intoxication is usually 


rescent lamp industries, and more re- 
cently those occupations involving 
atomic energy technology. This is an 
insidious disease, typically having a 
period of clinical latency following the 
last exposure. The characteristic pul 
monary granulomatosis may be ap- 
parent on x-ray films years before the 
onset of symptoms of pulmonary in- 
sufficiency, which include cough, fa 
tigue and progressive dyspnea and 
cyanosis. Furthermore, the similarity 
of the roentgenogram to the patterns 
seen 1n sarcoid, silicosis and tubercu 
losis makes diagnosis ot berylliosis 
it. Other manifestations include 
tact dermatitis, ulcerations and 
granulomas of the skin; conjunctival 
inflammation and corneal ulceration 

are also found 
Treatment of the skin lesions con 
sists of curretage of ulcers and surgical 
removal of granulomas. ACTH and 
COrTISONC produce subjective and ob 
jective improvement in pulmonary 
function, without obvious change in 
he x-ray picture. However, progres 
a more fibrotic state appears 


arrested 


MANGANESE 

In 1837 the first case of chronic 
m inganese pe 1S¢ ming was reported 
The patient was a workman who 
crushed the metal. The primary sources 
of the disease continue to be limited 
to the mining of the metal and the 
basic chemical industries. Acute man 
ganese intoxication is rare. The chronic 
CNS form often simulates hepatolenti 
cular degeneration ( Wilson's disease ) , 
with mask-like facies, languor, inten- 
tion tremor, muscle pain, spastic gait, 
emotional disturbances, and, occasion- 
ally, cirrhosis of the liver. A chronic 
manganese pneumonitis also occurs 
The effects of exposure to manganese 
are cumulative and appear only after 


several months’ exposure. The victims 
are life-long cripples if seriously poi 
soned 

Treatment is only symptomatic. The 
course of the disease is progressive and 


unalterable, but usually nonfatal 


BARIUM 


Although the insoluble barium sul 
fate used in roentgenology and as an 
antidiarrheal and demulcent powder is 
nontoxic, soluble barium salts are some 
times administered by mistake. This 
is almost the sole source of barium 
potsoning at the present, SINCE barium 
chloride is no longer used in the treat 
ment of heartblock 

Toxic doses produce generalized 
smooth muscle stimulation, reflected 
in vomiting, diarrhea, hypertension, 
myocardial stimulation, and skeletal 
muscle tremors. Hemorrhage and cen 
tral nervous system paralysis may b« 
} 


present Inhalation ot barium produces 


an asymptomatic pneumoconiosis 

Treatment consists of immediate ad 
ministration of sodium or magnesiun 
sulfates by mouth to precipitate th¢ 
barium as the sulfate and to promot 


elimination. Intravenous calcium) or 


rh 


magnesium salts will antagonize the 


muscular stimulant effects 


VANADIUM 
| 


Intoxication by this metal is found 


j 


in some metal and mining industries 


The most prominent manifestations 


are: inflammation of eyes and respira 


tory tract, continuous coughing and 
wheezing, profuse expectoration, dysp 
nea, chest pain, emphysema and green 
black discoloration of the tongue. The 
most constant biochemical finding is 
a depression of fingernail cystine con 
tent to an extent of 19 per cent or 
more below normal levels However 
a similar depression occurs in some 
patients with chronic arthritis of 10 
years or more duration, cirrhosis and 
certain types of cancer 

BAL is. inettective: 


purely symptomatic 


treatment 1S 


TELLURIUM 

The metal, glass and rubber indus 
tries provide most of the cases of 
tellurium poisoning. Signs and symp 
toms are suppression of sweating, dry 
ness of the mouth with a_ metallic 
taste, anorexia, vomiting, somnolence, 
dry and itching skin, and an unpleas- 
ant garlicky odor of the breath. Ascor- 
bic acid is said to abate this odor, and 
BAL may be of some benefit in the 
treatment of the other symptoms 

(Continued on Page 120) 
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“Our hospital’s CAT D397 


Electric Set starts easily 


and is very dependable” 


William T. Guy, Plant Superintendent 


Mountainside Hospital, Montclair, N. J. 


lo the Mountainside Hospital the installation of a are available with these important features: automatic 
Caterpillar D397 Electric Set was “a forward step in self-starting when regular electric power fails, automatic 
providing essential services to patients around the clock.” self-stopping when normal power returns. An experi- 
; , enced engineer is not required for supervision. 

There’s no question that emergency stand-by electric _ Pe 
power is as essential to a hospital as the vital services it Get the complete story from your Caterpillar Dealer. 


insures. Good hospital practice requires it. He’s a man you can depend on. too—for fast, efficient 


Here are Mr. Guy’s reasons for selecting Caterpillar EE: NE GE FN CO 
power, and they come from experience. “What we like Caterpillar Tractor Co., Peoria, Illinois, U.S. A. 
best about the Caterpillar Diesel is that it starts easily, 
is very dependable and is housed in a compact unit,” he * 
says. “Another important feature is its quiet operation.” Cc AT © @ a i L LA 

Mountainside Hospital runs its D397 Electric Set ———————— 
occasionally at night and over week ends to supply full 
electric power for 8 to 10 hours at a time. “It’s the best 
one for us.” Mr. Guy says, “not too light or too heavy — 
and it has the ability to take an overload when necessary.” 


In the new line of Caterpillar Electric Sets up to 
350 KW, there is one that’s best for your hospital. All 
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Positive Door Control is a MUST 
where there’s heavy traffic 
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use DOR-O-MATIC 


CONCEALED IN FLOOR 


Manual Door Controls 
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Precision-built Dor-O-MatTic 





door controls are at work in 






thousands of buildings from coast to 







coast . providing vital positive door control under even 






the heaviest traffic conditions. Designed for long service and 





complete adaptability to contemporary design and function, 





one for every type 





there are 31 models to choose from 






door in any kind of building. Write for detailed information. 








Dor-O-Martic INvistnLE Dor-MAN a\ 
for completely automatic door Y | 
controls—available in either | 
} 
carpet or handle actuated models 4 
~j_! 









SEE OUR CATALOGS IN SWEET'S 






6916 


Sales and Service in Principal Cities 


division of REPUBLIC INDUSTRIES, INC 
| o a 7348 West Wilson Avenue , 
Chicago 31, Illinois 


CANADA: Dor-O-Matic of Canada, 550 Hopewell Avenue, Toronto 10, Ontario 
2 EXPORT: Consultants International, 69-77 Bedford Street, Stamford, Connecticut 
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LITHIUM 
Lithium salts enjoyed some popular 
ity as a sale substitute for patients on 


a low-sodium diet until several deaths 


j 


were reported from their use. This ts 


a good example of the occasional poor 


cx pe rimental design ot pharmaco 


logical testing methods, since no ant 
mal COXICITY could be demonstrated in 
the usual preliminary experiments 


liet 


However, animals on a low salt d 
will show the same symptoms seen 
in patients on a low salt diet when 
lithium is given. The clinical course 
of intoxication includes anorexia 


nausea, tremor, muscle twitches, apathy 


blurring of vision, coma and deatl 
The only known treatment is to in 
Crcasc Sal intake ana remove the 
s ree OT 11th 
URANIUM 

It is not within the scope of thts 


paper to discuss radiation effects. In 


iddition — te such effect 


Ss however 
iranium metal poisoning occurs and 
results from industrial uses of soluble 


compounds. The action is primarily 


a nephrotoxic one, with acute renal 
tubular necrosis following a_ latent 
period of up to four days after ex 
posure Victims either lic Or are con 
pletely recovered within a month 
Treatment consists of large amounts 


of bicarbonate or citrate initially, fol 
lowed by careful management of elec 
trolyte and acid-base disturbances. BAT 
is dangerous, as it increases the nephro 


toxic effects 


MISCELLANEOUS 


Some other metals that are rarely 
of toxicological importance but that 
should be kept in mind are aluminum 


nickel 


platinum, osmium, zing and cobalt 


tin, copper, iron, chromium 


SUMMARY AND CONCLUSIONS 


The principal sources, manifesta- 
tions, and treatments of poisoning by 
commonly encountered metals are pre- 
sented. A high index of suspicion is 
a primary prerequisite to the diagnosis 
of intoxication by these substances 
The signs and symptoms outlined are 
by no means pathognomonic, and the 
laboratory and roentgenologist are 
rarely of great help. A careful, de- 
tailed history and, frequently, pains- 
taking detective work remain as the 
most reliable aids to an accurate diag- 
nosis and recognition of metal poison- 


ing—ROBERT B. SCOGGINS, BS. 
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AT THE SINAI HOSPITAL 


[hey wae patient room. Lwrniture by af rorrn 


When you enter a hospital room appointed with Carrom 
Wood Furniture, your first impression is a cheerful 
warmth ... a “hominess”’ that relaxes. At the Sinai 
Hospital, Detroit, every effort has been made to inspire 
that feeling. Above is a room scene at Sinai showing 
a few Carrom pieces including two versions of the 
interchangeable ‘‘Kaleido-Kase” cabinet. All Carrom 
Wood Furniture is made of selected woods and is sturdily 
built to provide years of rugged usage. Its Enduro finish 
makes it impervious to scratches and burns. Whether 
you want traditional or modern, standard or special 

Send for this Booklet furniture . .. choose Carrom Wood Furniture. Write today 
for Carrom’s Hospital Furniture Catalog. It includes 
the new Kaleidoscope Grouping! 


* Furniture Designed 
By G. Luss CARROM INDUSTRIES, INC. 


of Designs for Business LUDINGTON, MICHIGAN 
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FOOD AND FOOD SERVICE | 


Conducted by Mary P. Huddleson 





Shrimps Have Built-In Portion Control 


DORIS H. ZUMSTEG 


Teaneck, 


NJ 


HANKS to quick freezing, ready 


to-cook packs, highly organized 
listribution, and simplified portion 
control, shrimp is no longer restricted 
the gourme menu. Shrimp has 


its place in the hospital menu, first 


bs cause it 1S 


tients enjoy 


a food that staft 


and pa 


Moreover, shrimp is a 


source Of important nutritional value 


It is a relatively good source of com 
plete protein and is low in fat 
Shrimps rank next to oysters in min 
eral content and supply some vitamins 


Light to eat 
make 


shrimps 


fare, 


{ 


or col tried, saut 


deal warn 


but there's no 


1d easy to prepare 


weather 
Hot 


broiled, 


season, rec ly 


ec 1, bi tiled 
} 


in casseroles or sandwiches, shrimp fits 


into menus for 


r} 


he cote 


shop 


Shrimp 


—7 
¥. 
—_— 


a me 


a 


is available virtually 


tients, staff and in 


every 


2 


=, 
-. i 
Bn 


.> a 


of 


122 








This ‘short course in shrimp cookery” tells how 


to select shrimps, determine sizes best suited to 


the hospital’s needs, and ways to prepare them 


where in the United States. It will 


t 


vary in color, depending on where it 


is caught. The generally recognized 
colors are white or greenish gray 
brown or pink. Regardless of the 
color, fresh shrimps with the shells 


on and heads off are referred to as 
green shrimp 
Shrimps are never sold with the 


removed as soon 
Then most 


A pprox! 


heads on: these are 
as the catch is brought in 
shrimps are quick-frozen 
mately 90 per cent of the total pro 
fuction 1S sold either iced or quick 


frozen 


SIZES AND PACKS 


Shrimps with the heads removed 


are graded according to the follow- 


ing sizes: 15 or fewer per pound; 16 


to 20 per pound; 21 to 25 per pound 


BROILED 
SHRIMP 
Place shrimps in 
broiler pan or 


heatproof serving 
dish. Season with 
salt, pepper, mon- 
osodium gluta- 
mate. Brush with 
melted butter. 
Broil 3 inches be- 
low heat; turn 
once. For other 
recipes and pic- 
tures, see pg. 124. 


oO t +0 per | n ( } pet 
pound, and 42 or more per pound 
The dietitian has her choice of 
sizes which, in fresh shrimp, vary wit 
the season. The largest are the OS 


expensive, but from the point of view 


of labor, they are the most desirable 


and so usually find ther 


Ope rators 


practical. The smaller shrimps, whic! 


usually are less expensive nave ti 
same flavor and food value. These are 
economical where labor IS availabl at 
off-hours, and in dishes where shrimp 
is used in combination with other 
foods 
Raw shrimps purchased fresh | 

the shells on. Frozen shrimps ar 


7 


with shells on; raw or 


precooked, peeled and deveined; raw 


pac ked raw 


peeled deveined and breaded Most 


practical is the 3 pound institutional 
% 1] 


pack of frozen individually water 
glazed shrimp. The cook does not 
need to use the whole package, but 


can take out only the amount needed 
The bread 


shrimps 


frozen ready-to-cook d 


come in two shapes: the 


butterfly 


tails are left 


round” (unsplit) and 


(split). For these, the 
uncoated for attractiveness 
The 


well and appear bigger 


on but are 


in serving butterfly” type look 
on the plate, 


but the “round” type are said to have 
more flavor because they have less sur 
Much of the 
breading used on commercially breaded 
salt, pep 


that en 


face area to dissipate it 


shrimp contains seasoning 
per, monosodium glutamate 
hances shrimp flavor considerably. 
Where breading mixture contains only 
126) 


Continued on Page 
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By an impressive preference, hospitals throughout the 
nation continually serve Sexton Quality Foods. Sexton 
sells and services directly more hospitals than any other 
wholesale grocer in America. Sexton has earned this en- 
viable position in the food field by maintaining consistent 
uniformity—always providing the finest there is in fresh- 
ness, flavor and nutriment. In addition, the Sexton line is 
notable for its exceptional extent and variety. Equally 
important, the coast-to-coast network of Sexton ware- 
houses insures prompt deliveries via the great white fleet 
of Sexton trucks. You can depend upon Sexton service. It is 
the proud outgrowth of 74 years of Sexton experience in 
meeting institutional needs. 
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SEAFOOD 


DEVILED SHRIMP 


Shrimp Salad 


Yield: 25 2-Ounce Portions 


cup pickle relish 
tablespoon salt 
teaspoon white pepper 
] teaspoon monosodium glutamate 


pounds shrimp, peeled, 
deveined, frozen 
quart celery, sliced 
thinly 


small onion, grated 1'2 cups mayonnaise 


Prepare shrimp according to package directions; cool and cut 
coarsely 

Combine all ingredients, tossing lightly. For full flavor, allow to 
set in refrigerator about 15 minutes before serving 


Breading Mixture 


15 Pounds Fish Fillets; 
Cutlets; 100 Croquettes 


For About 
50 to 60 Chops or 
2 pounds packaged bread 2 tablespoons salt 


crumbs ] teaspoon pepper 
1 large onion, grated 2 tablespoons monosodium glutamate 


Combine all ingredients; mix thoroughly. To save time, prepare 
dry mix in quantity in advance and add onion when using. 


If monosodium glutamate is used directly on the meat or fish 
before breading, then reduce monosodium glutamate in the bread- 
ing mix by two-thirds. 


Baked Seafood Newburg 


Yield: 50 6-Ounce Portions 


pound butter or fat tablespoons Worcestershire sauce 


cups flour No. 1!'2 cans shrimp 


gallon cream, light 13-ounce cans tuna fish 


teaspoons salt eggs, hard cooked 


teaspoon pepper sauce teaspoons monosodium glutamate 


Make a sauce of the butter, flour, cream, and seasonings 


Combine shrimp with tuna broken in pieces and quartered eqqs 


Turn into baking pans or casseroles. Bake in a moderate oven 


350 F 


about 30 minutes 


Deviled Shrimp 
6-Ou 


5-Ounce Portions Sauce on 


ield: 50 


quarts converted rice, pound flour 
cooked, hot 
pounds shrimp 


fresh or frozen 


quarts milk 
cooked tablespoons each curry powder 
dry mustard, paprika 
cup salt 
teaspoons pepper 
teaspoons monosodium glutamate 


cups each lemon juice 
and Worcestershire 
sauce 

Dash of nutmeg 
dozen egg yolks 


pounds onion, minced 
pounds butter or 


margarine 


Dice shrimp, reserving two whole for garnishing each serving 
Marinate in lemon juice and Worcestershire sauce for an hour or 
Cook onion until tender in melted butter or 
Remove onion from pan and blend flour 


longer margarine 
and remove from heat 
with remaining fat. Add milk gradually and cook over low heat 
stirring constantly, until sauce is thickened. Drain shrimp. Com 
lemon juice and Worcestershire sauce with egg 
Stir into sauce 


bine 
yolks and remaining seasonings. Beat thoroughly 
Add shrimp and cooked onion. Heat thoroughly and serve over 
hot cooked rice. Garnish each serving with parsley and 2 whole 
shrimp (dip tails in paprika for extra color 


remaining 


Since many commercially prepared breading mixtures contain 
salt, pepper and monosodium glutamate, taste tests will determine 
how much additional monosodium glutamate should be used for 


maximum flavor 


Tomatoes Stuffed With Shrimp 


Yield: 50 Servings of 1 Tomato, Cup of Stuffing 


pounds shrimp, fresh 1'2 cups eggs, beaten 

or frozen* 3 tablespoons salt 

gallons water 2 teaspoons monosodium glutamate 
cups salt teaspoons pepper sauce, if desired 
tomatoes, large 2 cups dry bread crumbs 

cup butter, or other fat, melted 


quarts rice, cooked 
pounds cheese, grated 
Wash shrimp, place in boiling salted water. Cover and return 
to boiling point; simmer 5 minutes. Drain, peel and remove sand 
Cut large shrimps in half. Wash tomatoes 
ends and centers. Place tomatoes in two well greased baking pans 
14 by 19 by 1 inches). Combine rice, cheese, eggs, seasonings 
and shrimps. Portion filling into tomatoes using a No. 6 scoop 
23 cup). Top with crumbs which have been mixed with butter 
Bake in a moderate oven, 350 F., for 30 to 35 minutes or until 
tomatoes are tender 


vein. Remove stem 
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Youll Sparkle te =! 


with a Hobart Flight-Type 


iF 


machines 








You'll sparkle as your dishes and sanitary standards sparkle — 


and sparklingest of all will be 


Amazingly fast, fully automatic, and con- 
tinuous-racking, it’s obvious that in these 
outstanding dishwashers human supervision 
and dish handling has been reduced to an 
absolute minimum. Yet with all of their speed 
and capacity, you get performance and de- 
pendability unequaled in dishwashing _his- 
tory—-thanks to advanced, exclusive features 
coupled with the famed Hobart exclusive 
washing actions. 

More—you can economically select a Hobart 
Flight-T'ype Dishwasher geared exactly to 
your volume requirements and available 
space. Model F'T-12 fresh water scraps, power 
washes and rinses—all in 12 feet of space. 


The World's Largest Manufacturer of 


Food, Kitchen and Dishwashing Machines 


your cost-per-serving figures! 


The Model FT-26 (illustrated ) power scraps, 
power washes, power rinses and final rinses 
with additional time-for-drying. And between 
these two are many other models. Conveyor 
speeds can range from 5 to 12 ft. per minute. 
If you have a smaller operation, there are 
many other Hobart automatic or semi-auto- 
matic models to choose from. Ask the 
advice of your local Hobart dealer. But if 
you're medium-sized and busy—or big—-be 
sure to see the Hobart Flight-Tvpe—the 
only dishwasher built with all stainless steel 
Flight-Type conveyors. A less expensive 
conveyor with nylon flight links is available. 
The Hobart Manufacturing Co., Troy, Ohio. 


HOBART PRODUCTS 
DISHWASHERS * DISH SCRAPPERS * GLASSWASHERS 
DISPOSERS * PEELERS * MIXERS * FOOD CUTTERS 
MEAT CHOPPERS * MEAT SAWS * TENDERIZERS 

FOOD SLICERS * COFFEE MILLS * SCALES 


It's Hobart... for Consolidated Planning, Purchasing and Servicing... Kitchen-Wide! 











a minimum of the glutamate, the cook 
can add more monosodium glutamate 
for maximum flavor 

Canned shrimp comes in various 
sizes of both shrimp and can. It ts best 
to check with the supplier as to can 
size, size of shrimp, and whether or 
not the shrimp are deveined 

New to the market is a dehydrated 
shrimp which comes vacuum packed 
in 26 ounce tins. According to the 
distributor, each can is equal to 
pounds of fresh, raw headless shrimp 
Each reconstituted shrimp is whole, 


deveined and cooked and suitable for 


immediate use in shrimp cocktail, 


breading and so on. Taste tests have 
pointed up the advantage of using | 
tablespoon of monosodium glutamate 
together with 2 tablespoons of salt to 


each gallon of water for reconstituting 


BUYING CONTROL 

A word regarding portion control 
and how much to buy: One pound of 
fresh or frozen shrimp purchased with 
shells on will yield one-half pound 
One-halt 


pound of cooked and peeled or canned 


cooked and peeled shrimp 


shrimp should be used where recipes 











“Brother you need a cup of that rich 


tasting Continental Coffee!” 


Were life flea 


In every walk of life everyone enjoys rich, full-bodied, invigorat- 
ing CONTINENTAL COFFEE. Superb blending of the world’s 
choicest coffees and precise roasting with automatic controls as- 
sure unfailing uniformity. Write today for a FREE trial package. 


Cowtllmenial lysee 


AMERICA'S LEADING COFFEE for Restaurants, Hotels and Institutions 


ROYAL CORONA 


COFFEE 


Seattle Washington 


CHICAGO+BROOKLYN-TOLEDO 





call for ] 
tresh or 


pound of raw shrimp, 


frozen, according to the 
Shrimp Association of the Americas 
Portion control is “built in” in the 


frozen ready-to-cook product. The 


dietitian orders under 15 size, 16 to 
20's, 21 to 25's or 26 to 30's. for ex 
ample, according to her budget and 
menu needs, and knows what portions 
will result 

Frozen ready-to-cook shrimps, gen- 
erally, should not be defrosted before 
cooking. Where frozen water-glazed 
shrimps are used in a recipe such as 
curry, it may be necessary to wash off 
the glaze under warm water lest too 
much melted ice spoil the recipe 
lo bod: Place 


boiling seasoned water 


frozen shrimps in 
For each gal 


lon of water use 4 tablespoons salt, | 


tablespoon monosodium glutamate and 
the juice of 1 lemon.) Let water re 
turn to a boil, then immediately re 
move from heat. Let shrimps cool in 
the cooking water. Drain 

To fry: 
so that they are se parated Do not over- 


load basket 


fat or oil at about 350° F. for two 


Place shrimps in fry basket 
Fry in good quality deep 


to three minutes, or according to di 
rections on the package. Drain well 
Sprinkle with monosodium glutamate 
at serving time for top flavor 

Ti hell [re } 


Fresh or frozen shrimps may be peeled 


rjr En Taw SI rimp. 


and cleaned either before or after boil- 
ing. To clean, hold tail end in left 
hand, slip thumb under shell between 
feelers, and lift off two or three seg 
ments in one motion. Then, still hold 
ing firmly to tail, pull out shrimp from 
remaining shell section. For “butter 
Hy” style fried shrimp, leave the tail 
on. With a knife, cut along outside 


curvature and lift out all the black 
sand vein. The vein is harmless but 
considered undesirable by most people 
who like shrimp There are several 
inexpensive gadgets available which 
are said to speed up shelling and de 
veining by hand considerably 

To boa fresh 
shrimps in boiling 
When water returns to boiling, turn 


raw shrimp: Place 
seasoned water 
heat low so that water just simmers 
Cover and let cook three to five min- 
utes, not longer. Drain. As a measur- 
ing stick the Shrimp Association of 
the Americas gives these figures: Use 
3 gallons of water to 15 pounds of 
Net yield of 


about 7! 4 


shrimp with shell on 

shelled shrimp will be 

pounds E.P 
To prepare 


ing fresh or frozen raw shrimp. Peel 


butterfly” shrimp, us 
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America’s Finest 


1 
Their/Ice Needs 


TYPICAL INSTALLATIONS 


Watts Hospital, Durham, N. C. 
The Good Samaritan Hospital, West Palm Beach, Fla. 
Rochester General Hospital, Rochester, N. Y. 
Norton Memorial Hospital, Louisville, Ky. 
Grace Hospital, Detroit, Mich. 
Oak Ridge Hospital, Oak Ridge, Tenn. 
Bronx Hospital, Bronx, N. Y. 
Vanderbilt University Hospital, Nashville, Tenn. 
City Hospital of Akron, Akron, Ohio 
Kentucky Baptist Hospital, Louisville, Ky. 
Indiana State Sanatorium, Rockville, Ind. 
sg U. S. Naval Hospital, San Diego, Calif. 
"producing cylinder ice and crushed ice. Memorial Hospital, Mattoon, Ill. 
Municipal Hospital, San Juan, P. R. 


AUTOMATIC 


| ube-1ce Machine 


The Finest Ice-Making Unit Ever Made 


HENRY VOGT MACHINE CO., P. 0. BOX 1918, LOUISVILLE 1, KY. 
SALES OFFICES: NEW YORK, PHILADELPHIA, CLEVELAND, CHICAGO, ST. LOUIS, 


Mok CHARLESTON, W. VA., CINCINNATI, DALLAS 
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oa, 
ST. MARY'S HOSPITAL, Evansville, Indiana 
Architects —Maguolo & Quick 


CUSTOM-BILT BY SOUTHERN 


Food servi ipment designed, engineered, fabricated 


Write for your 
FREE Copy today 


84 National Award Winning Installations 


OUTHERN—®©@~ 


EQUIPMENT COMPANY 


MINGHAN Ican Equip. & Supply 


“CUSTOM-BILT BY SOUTHERN” DEALERS: ALABAMA, BIR an E p. & : 
—Mobile Fixture Co. ARKANSAS, LITTLE ROCK—Krebs Bros p COLORADO, DENVER 
Coffee & Supply Co. FLORIDA, DAYTONA BEACH— Ward MorganCo.;JA NVILLE—W. H. Morgan ( N 
—J. Conkle inc.; ORLANDO—Turner-Haack C AMP J Service € Corp. ILLINOIS, PE 
—Hertzel’s Equip. Co. INDIANA, EVANSVILLE eber Equi ; INDIANAP N N—Natior 
& Equip. Corp. }tOWA, DES MOINE Boltor Hay. KANSAS, WICHI t 
KENTUCKY, LEXINGTON eilbron-Matthews Co. LOUISIANA, NEW ORLEAN 
SHREVEPORT—Buckelew Hdwe. Co. MICHIGAN, BAY CiTY—Kirchman Br C V 
MINNESOTA, MINNEAPOLIS—Asiesen ( ST. PAUL—Joesting & Sct g Co. MISSOURI, KAN 
Greenwood’s Inc. MONTANA, BILLING Northwest Fixture Co. NEBRASKA, OMAHA— Buller 
NEW YORK, ALBANY Lewis Equip. Co. NORTH CAROLINA, ASHEVILLE—Ashev ‘ 
CHARLOTTE—Hood-Gardner Hotel Supply Corp. NORTH DAKOTA, FARGO—Fargo F 
CINCINNATI—H. Lauber & C CLEVELAN S. S. Kemp C COLUMB Genera oI Sup 
Rowland Equip OKLAHOMA, TULSA-—Goodner Van Co. PENNSYLVANIA, ERIE-A 

SOUTH CAROLINA, GREENVILLE—Food TENNESSEE, CHATTANOOGA—M ) U 
Stove Co.; KNOXVILLE—E. Carleton Scr House-Bond C NASHVILLE— McKay Cameron Co 
TEXAS, AMARILLO—Arnholz Coffee & Sup . ORPUS CHRIST!I—Southwestern Hotel Supply, Inc.; EL 
PASO—EI Paso Hotel AN NiO—Southwestern Hotel Supply, Inc. UTAH, SALT LAKE 


Hotel 





CiTY—Restaurant & Store Equip. Co. VIRGINIA, RICHMOND—Ezekiel & Weilman Co. WEST VIRGINIA, 
CLARKSBURG—Parson s Co. WISCONSIN, MILWAUKEE—S. J. Casper Co. . 





the shrimps and cut through the cen 
ter, splitting in two sections, almost to 
the tail. Wash out the sand vein. dry 
the shrimps and flatten them out Dip 
In a mixture of beaten evys I} 
in the proportion of 6 e% 
of milk. Drain and roll 
cracker crumbs which 
with | tablespoon each 

MosodiuM yxiutamate 
crumbs. Hold for 
layers on wire racks 

It a heavier 
browning are 
shrimps may be fi 


then dipped in the 


ire, and finally rolled in crus 


ady for 


rimp dishes should 
1. Hearty shrimp bis 

main dish for 

1On SOI 

restricted diet ht uur fried 
Shrimps on a bu pread wit 
cocktail sa 1c¢ Ic¢ sells well 
over the cCafcteria counter roquettcs 
make shrimps go farth« d sell 
the croquettes. Shrimp sauce enhances 
croqucttes 


boil d or baked fs! 


DO’S AND DON’TS FOR SHRIMP 
Don't defrost, then refreeze 
Do refrigerate at 40 | lower 
treeze at OF. or lower 
Don't overcook; simn r boil 
Do bring out full flavor by using 
monosodium glutamate | ooking 
and for overcoming teal table fa 
ripe 
Do cook as near as possible to 
ing’ time 
Do try in relatively small que 
in clean fat 
Do prepare and ireeze 
qucttes, casseroles and so 
slack time to red 1c¢ eventual I 
Do take time with sauces: crean 
cocktail and tartare sauces should en 


hance, not overwhelm, the shrimp 
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MAIN KITCHEN— 





16-slice Powermatic toaster makes up to 1200 slices 


per hour! Model 4-1D5-D shown, 











$556.00f 





FLOOR DIET KITCHEN— 


4-slice Powermatic toaster makes up to 300 slices 
per hour! Model 1D5 shown, $134.50T 


Hot toast for every patient 
...at lowest cost! 


Most important, the Toastmaster Powermatic 
Toaster makes perfect toast every time. The ex- 
clusive Superflex Timer—the most accurate ever 


Only Toastmaster’s wide size range provides the 
capacity you need, where you need it! 

There’s a Toastmaster Powermatic Toaster 
tailored to fit your requirements, whether your 
toast is made in the main kitchen or on individual 
floors. Only Toastmaster’s flerible toasting ca- 
pacity provides the eract amount of toast you 
need, where you need it! 

Many hospitals save time and steps by instal- 
ling Toastmaster Toasters in their floor diet 
kitchens. This speeds service, because toast for 
each floor is made on that floor. It means a lot to 
hospital personnel. And it keeps patients happy, 
because toast always reaches them deliciously hot. 


developed—gives every slice the same uniform 
goodness. It even compensates for normal voltage 
fluctuations. The no-levers-to-press feature is im- 
portant too, for saving time and labor, wear and 
tear. There’s no lost motion—no banging to cause 
needless wear. 

Ask your food service equipment dealer to show 
you this time and money-saving toaster. He has 
Toastmaster Powermatic Toasters to meet your 
exact needs .. . 4, 8, 12 and 16-slice models, rang- 
ing in capacity from 300 to 1200 slices per hour. 


AMERICA'S FINEST FOOD SERVICE EQUIPMENT 


Waffle Bakers Hot-Food Servers 


= 
[ 


Bun Toasters Automatic Toosters 


RMTOASTMASTER <2 oe 
POOH RAMAITIS toaster as Fy ft 


- 


TOASTMASTER”’ is a registered trade 
tPrices slightly higher in Pacific Coast States 


McGraw-Edison Company © 195 


Elgin, Il 





BranD A 


CHOOSE YOUR TEST SAMPLE FROM TODAY'S 
NINE TOP-SELLING HEINZ PICKLES 


For the last five years, Heinz sales figures have shown 


i definite « hange in people’s pickle tastes People are 


buying more and more of the milder dills and sweet 
pickles. Here are the top nine 
to make your taste test 


take your choice 


HEINZ U1 UT LH A UI 
WK | 


A A en 1 Hg 
ut tt 


% 


UAT VAT JH 1 HHH | 


HEIN? 
ny f 


SWEET 


CUT PICKLES 








Heinz Fresh Cucumber 
Pickle——so mild, 
crisp and fresh. 


Heinz Sweet Gherkins and 
Sweet Midgets have a 
crunchy crispness 


Heinz Sweet Cross-¢ 
a spicy sweet liq 





af 


Heinz Sweet Relish—adds 
zip to bland flavors. 





Heinz Whole Kosher Dills 
perfectly shaped with 
uniform flavor. 





Heinz Hamburger Relish 
—spicy tomato base. 


Heinz Cross-Cut Kosher 
Dills . . . just enough 
true garlic tang. 








2 


Heinz Hamburger 
Slices—sharp, spicy 
chips, light on garlic. 





Heinz Hot Dog Re 
with o sharp mustard 





BLINDFOLDED— 


69 out of 100 people 
chose Heinz Pickles 


In a random check, 100 people were blindfolded to test Heinz pickles 
against 3 other brands. Not unknowns, but 3 well-known brands. 
The test was made strictly on taste . . . on flavor and crispness. 
Of the first 34 people testing brand “A” against Heinz: 23 chose 
Heinz as the better pickle. 
The next 33 people tasted brand “‘B,”’ then tasted Heinz. 22 chose 
the Heinz pickle. 
The remaining 33 people tested Heinz against brand “C.”’ This 
time 24 chose Heinz. 





NOW— MAKE YOUR OWN BLINDFOLD TEST— 
WE’LL SUPPLY THE HEINZ PICKLES FREE! 


Clip the coupon—compare for yourself 


present brand of pickles. It costs you nothing to see for yourself how good 
You'll agree that nobody makes pickles like Heinz. We use our own Heinz pickles are, how good they are for your 
business. You'll also see how many more pickles 


pedigreed strain of cucumbers. They have thin, tender skins . . . crispy Meins paidiis seer‘ thn, 
little seeds. They’re painstakingly cleaned, then cured the long, old- f 
fashioned way according to original Heinz pickling recipes. Nothing but H. J. Heinz Company 
Heinz own fine vinegars and choice spi ind herb 1. Hei ick] inna gga = 
, . wars : ; © sDices : bs are us . ‘kles : = 
€ zg ( ( pice € S are used. einz pit es Box 28, D-7, Pittsburgh 30, Pa 


We'll bring the pickle variety you choose. Then compare Heinz with your 


are crisp from the centers out . . . they hold their natural green color. 
ae 3 See : : : ‘i Let me see for myself. Tell your representative 
[They are vacuum packed in space saving #10 tins to insure Heinz quality. to come—prepared to make the blindfold test. 


Position 


Nobody makes pickles like HEINZ icheses any of the pickles shows 


Name 


Restaurant or Company 


Heinz \57/ Pickles |= 





Patricia Ritter 


Menus for July 1957 ines 


Santa Ana Community Hospital 
Santa Ana, Calif. 
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How can you 
perk up their appetites? 


otter 


ct 
thr 


Ne 


Save laundry: \. 
1d r Milapac 


Save space and effort: \. 


Save money: Actualls S n half a cent apiece. 


nk ¢ 
IPR 


Sanitary and speedy: Fach t: over is immaculate to th 
moment ou us t. OF ’ 
sticking together. Flick ng-quick! 
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Well 


textured paper... no 


Fit all trays: 


tr 


Sta ira Vs 


Samples? Of course... a 


MILWAUKEE LACE PAPER CO. 


DIVISION OF SMITH-LEE CO., INC, 


1306 E. Meinecke Ave., Milwaukee 12, Wisconsin 


I 1] 


me es re ee ee ee ee ee ee ee ee ee 





FOUR important questions to ask 








Crane ‘‘Mayo”’ Scrub-up Sink of Duraclay was designed in collaboration with doctors 
and hospital authorities at Mayo Clinic. Permits scrubbing up to the shoulder without touch 


ing unsterile parts of fixtures, Sink shown is installed in latest St. Mary’s Hospital addition. 
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The 


Preferred 
Plumbing 


before buying large hospital fixtures 


1. Do they resist thermal shock? In 1939, 
Crane developed Duraclay—an all-ceramic 
material — for use in large fixtures subjected to 
sudden, extreme temperature changes (thermal 
shock). Duraclay easily withstands scalding 
heat one minute and icy cold the next—with- 
out cracking or crazing. 

2. Are they specially made for hospital use? 
Duraclay fixtures have been specially designed 
for hospital use with the aid of doctors and 
hospital experts. 

3. Are they easy to clean? Duraclay has a 
heavy vitreous glazed surface with all the 
easy-to-clean characteristics of the finest 
china dinnerware. 

4. Do they resist staining and marking? 
Duraclay’s hard glazed surface resists stain- 
ing, pitting, or corroding from medicines and 
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acids. Foreign deposits left on the surface of 
Duraclay can readily be cleaned, hours later, 
without any impairment to its gleaming white 
surface. 

Why not test Duraclay’s ability to take 
hard knocks right in your own hospital? Just 
ask your architect to include Crane Duraclay 
in your new or modernization plans. It’s the 
surest way to get the most for your money in 
large hospital fixtures. 


CRANE CO. 836 S. Michigan Avenue, Chicago 5 


VALVES - FITTINGS « PIPE - PLUMBING « KITCHENS + HEATING - AIR CONDITIONING 





Mayo 
Crane 


St. Mary's Hospital, the 
Clinic, Rochester, 


Duraclay fixtures were selected for the 


serving 
Minnesota. 


two additions to original building (center). 
First Duraclay installation was in 1939 
addition (at right). New Duraclay instal- 
lation went in addition just completed (at 
left). Contractors and Architects for the 
new addition were—General Contractor: 
McCarthy Bros., St. Louis, Mo.; Plumb- 
ing and Heating Contractor: W. J. 
Hankee Co., St. Paul, Minn.; 
Architects: Maguolo & Quick, 
St. Louis, Mo., and R. V. 
McCann, Minneapolis, Minn. 
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MAINTENANCE AND OPERATION 





REFLECTIONS ON HOSPITAL LIGHTING 


5. Dining Areas, Auditoriums, Chapels, Classrooms 


HOWARD HAYNES and K. A. STALEY 


ibs contemporary d rator \ DINING AREAS 
studies preliminary sketches of Whether the approach Is expresse 

hospital lunch bars, dining rooms, and in more colorful draperies, brighter 

cafeterias usually has in mind a freer furniture coverings, uninhibited mur 


t 


to the general style of als, or bas-relief in contemporary styl 


These areas today « f S ww, the lighting can augment all ot 


lignified, somewhat gayer, solutions s¢ th an add sparkle and 
lighting can be less conventional ttoat nply, often inexpen 


prok nye 


One wall, for example, might perform 
iam al } l 
I ‘ noderately 
ghting headquarters ast Cleveland 2 ; ‘ 
They have been gathering the material tor downlights or a long troffer luminaire 
the last three years. The MODERN HOSPITAI A flower 


presenting the articles serially as reference 


Hoodlighted by a row of 


group in a floral niche or on 


a low tabl uuld be highlighted. « mosphert ualities 
, the hospital architect, designer, con i i table could be highlightec A | c < rT 
iministrator or depart hreplace with a miurror above — the Three types of 


mantel nld hav Lohr y = wily tinted 
ante: Couk Nave HMLNTINL CONCeAce Sut | 1) mted 


engineer a 
| executive Who 1s planning new space 
vo in the top and sides. An island show line of tinted 

shaped in 

) watt sizes, and 
light lamps. Watl 
dawn pink, the wart 

to pinks, such as nat 
are visually accented 
cool tone in a room, or 
ue-white lamp 
would be a good choi 
in cool tints of light 
under north sky light 
cooler, and quieter, but do not 
sarily lack verve or sparkle 
things being equal 
Such tinted bulbs are used principal 
ly in portable lamps, in certain down 
lights, and in built-in panels, boxes or 
niches. For lighting devices in which 
reflector of projector lamps are com 
monly employed, tinted lamps also are 
available in both types. The tints arc 
Good classroom lighting aids teacher and nurses. These fluorescent lamps somewhat different, and these in turn 
show colors in balance, important to lessons where skin tone is vital. differ also from the tinted (and pure 
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Vol 


SMALL-AREA BUILDINGS... 


WITH A F 


/ 


j 


COMBINATION SCRUBBER-VAC! 











Today, even buildings with but 2.000 to 15.000 sq. ft. of floor space 
can reap the labor-saving. cost- reducing benefits of combination- 
machine - scrubbing. Here's a Combination Scrubber -Vac, Model 
118P at left, that’s specially designed for such buildings. This 
Scrubber-Vac, which has an 18-inch brush ring. cleans floors in 
approximately one-third the time required with a conventional 
18-inch machine and separate vae unit. 





Vodel 118P applies the cleanser, scrubs, and picks up (damp-dries 
the floor) — all in one operation! Maintenance men like the con- 
venience of working with this single unit... the thoroughness with 
which it cleans . .. and the features that make the machine simple 
to operate. It’s self-propelled, and has a positive clutch. 
There are no switches to set for fast or slow—slight pres- 
sure of the hand on clutch lever adjusts speed to desired 
rate. The powerful vac performs efficiently and quietly. 
Compactly built, the 4/8P also serves advantageously in 
larger buildings for the care of floors in narrow aisles and 


congested areas. 


Finnell makes Scrubber-Vac Machines for small, vast, and intermediate 
operations, and in self-powered as well as electric models. From this 
complete line, you can choose the size and model that’s exactly right 
for your job (no need to over-buy or under-buy). It's also good to know 
that you can lease or purchase a Scrubber-Vac, and that there's a Finnell 
man nearby to help train your maintenance operators in the proper use 
of the machine and to make periodic check-ups. For demonstration, 
consultation, or literature, phone or write nearest Finnell Branch or 
Finnell System, Inc., 1406 East Street, Elkhart. Indiana. Branch Offices 
in all principal cities of the United States and Canada. 


Also can be used 
for dry work — steel- 


wooling, et cetera (Powder Dispenser 


is an accessory) 


eS : a BRANCHES 
FINNELL SYSTEM, i FINNELL J - eens 
Originators of Power Scrubbing and Polishing Machines —a CITIES 
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Simple lines of surface mounted luminaire make it incon- 
spicuous. Fluorescent lamps provide good color on foods. 


'% 


Good stage lighting adds a professional touch. Circuits 
are on dimmer control; storage space is below the stage 


color) fluorescent pink, blue 


ian ps 


white, gold, red and green. Since the 


also are evident on furniture 


and 


effects 


fabrics room accessories, son 


preliminary testing might be in order 


so that the results will be in keeping 


with the decorative theme 


The color lamp affects complexions 
least of all. The sky blue 


luces 


lamp pro 


the most vibrantly alive appear 


ince, owing to heightened skin tones 


principally It also emphasizes the 


blueness of blue eyes, warms high 


hair, and retains makeup co 


lights in F 
The sun gold lamp (pale yel 
id 


produces a warm ruddy 


oring 
low look 
owing to ‘golden 
sunset coloring 


The statt 


The staff needs a relaxing atmospher 


lining areas are important 


it mealtime. At least, such an atmos 


phere helps in the day's work to give 
i. certain relaxation of spirit. Lighting 


ind decoration done properly can do 


134 


' 


mu tO ec suc an atmosphere 


On 1 other hand, dining areas are 


often lighted by crystal fixtures or 


other simulated chandeliers of early 


times and the effect is far from pleas 
nt. Their bare bulbs, simulating can 


lles, are glaring and poor imitations 


of the candle’s traditional soft, pleas 


ant lighting. Such bulbs should be 


shaded 


In all rooms with more modern 


lighting in which food 1S served, it 1S 


necessary to pay attention to the color 


of “white” fluorescent lamps that are 
In the rush of opening, an 


ininformed 


installed 


service man could (and 


often does install the wrong color 


| IMPs 


AUDITORIUMS AND CHAPELS 


\ modern auditorium is a distinct 
asset in hospital communication. It 
an serve for general group assembly 


and also for religious gatherings tor 


hospital gift shop, which 


Accent lighting emphasizes merchandise of this attractive 


opens off an inside corridor. 


Valances in the chapel are fitted with 40 watt fluores- 
cent lamps; recessed spots are 150 watt filament lamps 


statt and patient A circular 


Catholic, 


Jewish services in a Cleveland Lospital 


yroups 


sacristy for -rotestant and 


for chronic invalids is illustrated 


There are few pews; space ts allowed 


principally for wheel chairs It ts a 


space saving plan of considerable merit 
Lighting for the preacher is by down 
lights ahead of the front 


just pew 


The general lighting in the nave ts 


on dimmer control for movies and 


le ctures 
The 


be limited 


size of an auditorium should 


to specific seeing and hear- 


ing limits. Seeing limits are some- 


what fixed by the critical angle of de- 


tail which an individual can detect 


It is about one minute of arc. Thus 
a quarter inch of movement of eyes 
or lips represents one minute of visual 
The 
are rough, but this appears to be about 


angle at 75 teet measurements 


the reasonable limit of depth of audi- 


torium seating. Shorter distances, of 
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we 


Texas hospital proves it! 


LATEX PAINTS CUT MAINTENANCE 


“Experience proves latex paints are more desirable,” 


writes C. J. Hollingsworth, Superintendent of West Texas Hospital, Lubbock, Texas. 


Latex paints are admired for their beauty, as you know. But 
economy is an even better reason for using latex paints in 


youl hospital. 


You save cost per hour and hours per job! Any employee can 
apply latex paints made with Dow Latex — and do it in a 


fraction of the usual time 


You save revenue You can 


apply two coats and still have the room ready for occupancy 


' Latex paints dry in half an how 


the same day—free of painty odor! 


You save redecorating! How do latex paints keep that just- 
painted look? The tough film protects the handsome appear- 
ance even after repeated scrubbings. That’s another reason 
37% of U.S. hospitals use latex paints. 

For prices, see your supplier. For technical information and 
list of latex paint manufacturers, write THE DOW CHEMICAI 


COMPANY, Midland, Michigan _—_ ~ 
aay iy ; 


Plastics Sales Department mur 
a. > awe 
PL-1843W-L. 7 > 


T.M. 


YOU CAN DEPEND ON 
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Good lighting eases strain of those learning new skills, 


but even these departments often are poorly illuminated 


the 


horizontal planes 


STAGE LIGHTING 
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varied 
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generally 
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reading on a 
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feel 
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r Space 


general lighting system will almost in 
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136 


prosce niun 
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requireme nts oO 


and the 
Most entertainmet 
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their a 


necessary 
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border 
illustrate: 
foot striplights with twelve 
Color 
the 


but mecdaiun 
wuces 


hospital stages are disappearing foot 


light strips, hinged, to be opened when 


Five parabolic lamps are on each pole. Fluorescent street 
lighting luminaires also can solve this lighting problem. 
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1, have 


watt convenient on hous« 


circuits recom control points may be both on st 


ron booth Or neat the 


be « 


conventional red and at the projec 


] 


amber, proyectionist when no th 1s re 


The combination of — quired 


white 


The 


ight 


DIMMING OF FLUORESCENT LAMPS 
An 


method of dimming fluorescent lamps 


best type for 


improved and economical 


The MODERN HOSPITAL 








Wherever appearance counts 


you need a mop of Du Pont 
Cellulose Sponge Yarn! 

















[deal for hospitals, where everything has to be clean . . . and clean looking! A cellulose 
sponge yarn mop rinses clean, resists mildew and souring, holds its shape, dries quickly. 
Fits right in with gleaming hospital floors, spotless equipment, the crisp uniforms. 
For the sanitary look, you need a neat, sanitary-clean mop! Easy on your budget too 
they wear longer. Ask today about mops of Du Pont sponge yarn. Contact your 
cleaning supply dealer or write: E. I. du Pont de Nemours & Co. (Inc.), Cellulose 
\ ve - ne ( syle ‘QYra 
alt Sponge MH, Wilmington 98, Delaware. 
8G) % ‘ 
7 Weep ded 
J RON A) a 
site 0s a E. I. du Pont de Nemours & Co. (Inc.) 
Sys. 


FY Cellulose Sponge (MH) 


%\ 
For every member of your cleaning | Wilmington 98, Delaware 
NUMBER OF COPIES 


staff, an entertaining instructional Please send free booklets to: 
booklet. This adventure in modern NAME 

mopping illustrates the “secret” of how 
FIRM:_ 

to mop... wherever appearance counts! 

Send today; fill in this coupon: STREET -__ 


QUPOND =<" THINGS FOR BETTER LIVING THROUGH CHEMISTRY 


eee 


CITY 
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\ small seminar of the amphitheater 


type, which has a lighting system with 


suthcient in control to sat 


isty all 


Variations 


j 


requirements for lectures and 


femonstrations and the more special 


j | 


isual aids, IS illustrated These SVS 


is include general lighting, chalk 


and downlights on 


] 


lighting 


ners tor slide and motion picture 


should be emphasized that 


during a lecture, it is 


ures. It 
for note taking 


necessa;ry 


to supply abs 


ut one foot 


mation on 


Li) 


CHALKBOARD CHOICE 
chalkboards 


popular 


iSS, Plastic, st 


Green 


reasingiy 


construct 


CLASSROOMS AND SEMINARS 
All 


{ 
€ 


mncreas 
} 


1dS$ VISIDII 


WALL AND CEILING COLORS 


The pro oice of wall and ceil 
classrooms 


not only im 


lighting in general, but tt 


as in the field of 









































ROOM - 22’ X33’ 
12° CEILING 











The amphitheater type of auditorium has an important place in commu- 
nication, particularly for the hospital staff. Classes are well lighted 
and downlights give light on tablet-armchairs at a low level. (See text) 
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in brightness harmony with other ob 


jects that are seen in the room. Ex 


bx 0ks 


jects being demonstrated or explained 


amples are instruments, ob 


notes people Ss complexions, the face 


of the lecturer, and the skin tones and 


general appearance of the patient be 


ing studied 


FURNITURE TOPS 
Nearly 


ITC in 


all new desks and ottice tut 


general are obtainable in 


ral blond finishes which meet the 


per cent reniectance prerequisite 
replacement desk top (lin 


materials Of similar reflectance 


are Casil\ 
Sul 
resurfacing 


Necessa;ry 


OCCUPATIONAL THERAPY ROOMS 
Oc pat 


ronal 


rooms af4re 
tions of 


SCNSC sceing sense 


principles of 


1Ow 


(ness 1 con 


ponent of light towat! the ceimimy are 


} 
Pood 


answer tandard types of in 


this de 


dustrial fixtures now have 


sirable distribution o ipward 
downward ligh s a rule, the spac 
Ing between fi if hould not ex 


ceed | mes tl mounting height 


above the ; k to fixtures 
iniforn 


When the 


Iirnishes unl 


This rul if sonable 


my over tl ircas 


veneral lighting system ft 


form lighting, the location of indi 


vidual machines is immaterial, as fat 


as secing LoOes, patients can Sscc rela 


tively equally well in all parts of the 


room. Three to five 


lamp watts per 


square foot 1s considered a desirable 


ratio 

A common error in small shops has 
to do with the relative position of ma 
chines and windows. If patients have 
to face bright windows, they cannot 
It is generally better 


always see We I] 


to have the machines in such a posi 


tion that the light comes from one 


side or the other, generally from the 
left side for right-handed persons. This 
is a simple enough principle, but it 1s 
violated in a number of 


Bench and desk types of work 


sur prising 
cases 
beadwork and 


such as_ leathercraft, 


simple weaving need strong local light 
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why hospitals choose 


a 


(cant Twi-Nighter’ Venetian Blinds 


{ 


give complete light control easy to keep sanitary 


Now patients can rest comfortably in the daylight Flexalum wipe-clean plastic tapes have no loose 
hours too. Twi-Nighter blinds make rooms not just fibers, no porous openings to absorb dirt or bac- 
dim — but dark! Keep out 6 times more daylight teria. And they won’t fade, fray, shrink or stretch. 
because of Flexalum’s new shut-tight design. Light Spring-tempered aluminum slats have exclusive 
leakage is eliminated — privacy is assured. (Tests baked-enamel finish with permanent hard wax sur- 
by U.S. Testing Laboratories.) face that’s easier to keep clean. 


LIGHTMETER TEST proves tighter clo- SALT SPRAY TEST shows how Flexalum BACTERIA TEST demonstrates that 
sure. Under identical conditions, slats stay clean and new-looking for under identical test conditions fabric 
lightmeter probes measured light in- years. Flexalum slat (at left) looks tape picked up over 700,000 bacteria 
tensity: for standard blind 5.2 foot unchanged after 500 hours exposure per square inch. Flexalum plastic 
candles; for the Twi-Nighter only to salt spray. Others exposed only tape picked up only 100 bacteria per 
85 foot candles. 375 hours square inch. 


Write today for free literature, or for the name of your <qawr% ae 

sare “le : . wy 7 , So * Guaranteed by ™ 
nearest Flexalum dealer who will be happy to discuss hos- Good Housekeeping 
pital prices with you. as soveanste OT 


Hunter Douglas Aluminum Division of Bridgeport Brass Co., Dept. MH, 405 Lexington Ave., New York 17, N. Y. 
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EXCLUSIVE FEATURES 
Add CONVENIENCE 
to Bedside Lighting 


é 


NIGHTINGALE 
MODEL 406 


Approved by 
Underwriters 


Laboratories, Inc 








ttl 


ff = 


The Nightingale 406 is de- 
signed to be an efficient and 
helpful bedside lamp, for 
both nurses and patients. 
Bulb shield provides a soft 
reflected light for reading, 
or indirect illumination. 
Convenient plug-in recep- 
tacle, a 714 watt night light 
and switches are all at mat- 
height. Cool venti- 
lated reflector rotates full 
360° without twisting or 
breaking wires. 
Nightingale’s model 406-A, 
offers same features PLUS 
height adjustment. 


Adjustabl 


FIXTURE CO. 


104-108 E. Mason St. 
Milwaukee 2, Wis. 





tress 


Herc 


light may be ex 


where the details are fine SOME 


sort of auxiliary 


tremely worth while 


Effective local lighting can be had 


rom fluorescent fixtures with single 


or double tubes in a small housing 


These supply extra light where neede 


without the customary “hot spot, as 


trom filament-lamps sources. Reflector 


or projector filament lamps mounted 


on the ceiling also can be combined 


in the same retlector body and the 


combination adds effective auxiliary 


light over machines such as drill 
presses, saws and similar power cools 


SEEING FOR THE AGED 


The parameters of size and con 
trast relating to the objects to be seen 


important in any seeing concept 


They are particularly vital when the 


patient is old. To this end it would 


be preferable to have all reading mat 


ter in large type. But as a rule 


, , 
lifficult or impossible, as current peri 


odicals are commonly set in 8 point 


or 10 point type. Newsprint is in 


j 


erently harder to read than a well 


printed book because of poor contrast 


4 


between the printing and the neces 


sarily cheap 
By the 


Sports, espec tally table 


pape [ 


Same reasoning, games and 


samc Ss. sh« ul { 
detail. A 


is prete rable 


be chosen for their large 
television screen 

With table 
! 


cial attention should be paid to the 


large 
tor example games, spe 


reduction of reflected glare fron 
vlossy surfaces such as playing cards 


One 


visual ele 


word-game letters, and the like 


means of control in these 


ments is to supply light from large 


low-brightness surfaces. Using the 
ceiling as a secondary source, as in in 
direct lighting, is a good answer. Tor 


chéres or indirect luminaires are in 


candescent types of lighting that would 


j 


be recommended for service of this 


kind 


ENTRANCE, MARQUEE, EMERGENCY 


Requisites for good entrance light 


quick identification of 


ing include 
regular and emergency entrances. The 
main entrance requires at least one 
footcandle of general lighting over the 
roadways, under marquees, and on ths 
walks from the parking area to the 
entrance doors. Parking areas are in 
much greater use than any others; they 
are never empty! 

A relatively dignified appearance of 
the main building fagade is desirable 
and higher brightness of the walls and 


roadway helps to indicate the nature of 


the entrance. Extra illumination helps 


ambulance drivers and doctors who 


enter this part of the building 


In many sections of the country, 


yellow lamps (filament and_ fluores 


cent) are recommended for principal 
and emergency entrance platforms dur 


ing the warm months of the year. The 


and spider) population near 


the fixures is reduced thereby 


insect 
result 
ing in less maintenance 


ROADWAY LIGHTING 


Plans for drives, walks and parking 
areas on the hospital grow nds should 
hazards 
j 


1S 


be carefully studied for night 


as well as for daytime trattc nee 


members must 


roadways during 


Nurses and other statt 


ise these paths and 


early evening nou! the dark winter 


months; similarly, the early morning 


trafic is not inconsiderable These 


hours Of personal hazare 
safety consideration 
Alleyways, walks 


dings, and particularly 


spaces between 
dark 


folrage or 


suite areas 


in which low overhanging 
abounds should be 
nized for st adows 
might lurk 


ularly the roads and walks to and 


shrubbery scrutl 


in which a predator 


Forested roads and partic 


from emergency entrances deserve ex 
cellent light coveray (it is not suth 
1 sign t 


cient just to 


tilumuinate 
Onc 


street luminaires ts that they 


this important space. ) 
| 


good general rule in spacing 


should 
be close enough so that if one lamp 


burns out anywhere along the line 


light from the two adjacent luminaires 
could “fi the dark space, at least 
until a new lamp can be installed. Ap 
proximately a 2-to-| 


spre ad 


spacing for gen 


eral medium types will satisfy 


this requirement 
well pruned on 


Trees should be 


hospital grounds, at least to the height 
of the lamps. Spacing luminaires along 


roadway to accommodate existing 
The 


nec ed Not be 


trees is frequently desirable lumi 


naire Spac ing symmetry 


changed significantly in most cases. A 
few extra poles may be needed to fill 


in between large trees. To get lamps 


over the road center, it may be neces 


sary to increase the length of mast 


arms (as foliage thickens) or to use 


span wires 


Fluorescent street lighting lumi 


naires, which are large diffuse sources 
have the advantage of wider spread 


of the light. Their modern appear 


ance, greater visibility on wet pave 


ments, and higher-efhiciency lamps 


make them an excellent choice 
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VALLEY METAL PRODUCTS 60. 


um,  PLAINWELL, MICHIGAN 
‘oo SUBSIDIARY OF 

W BF MUELLER BRASS CO. 
Ae PORT HURON, MICHIGAN 


See Complete File in Your 


VAMPGO Current Sweet's Catalog 
ym ee A NAME THAT MEANS THE 
VERY FINEST IN LIFELONG ALUMINUM WINDOWS 
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In the University of Florida’s new medical 
sciences building, the J. Hillis Miller Health 
Center, VAMPCO Continuous Intermediate 
Projected Aluminum Windows have been used most 
effectively to provide full natural lighting and 
good ventilation as well as to accentuate the 
modern lines of the building itself. In the United 
States alone, today, over 7,500 schools and hospitals 
have VAMPCO Aluminum Window construction 
of one type or another. These versatile windows 

are available in casement, combination casement, 
awning, intermediate projected, window wall 

of varying sizes and thicknesses, heavy construction, 
glass block and custom-designed types 

Find out how VAMPCO’s special designing 


service can help you solve your unusual building 


problems most economically and efficiently . 


mail coupon below today! 


VALLEY METAL PRODUCTS COMPANY 
Dept. MH-67, PLAINWELL, MICH. 


(] Send 48-page Industrial-Institutional Window Catalog. 


} Send Light Construction Aluminum Window Catalog. 
NAME 
COMPANY 


ADDRESS 


ZONE STATE 








A Training 


Program for Housekeepers 


4. Attitudes and Beliefs That Build Leadership 


BARBARA D. MILLS 


past weeks you have ac- 
1 good basic understanding 


E aoceseer 


quires 


f production standards, work flow 


ind distribution of work load throug} 


the medium of schedules You have 


, a ; . cone 
suDstantially increased your knowledge 


words, 


of special their spelling and 


erminology as used in the | 


as Well as those 


program 
correctly 


classify objects 


to believe that the wor 


ture’ is no longer foreign to you. Y¢ 


' ' “or a ' , 
ive also learned that all work needs 


a definition 


areas given you 
have been only large enough to 
| witl 


accoraance 


standards. Now 


word 


require coverage i1n 
established production 


14 


we will add another 


preplanning” of functions 
this time all the preplanning 
for 


1 
carn 


done you so our next ste 


preplanning in ¢ 
for 


# TO 


organize the areas staining 


CREATIVE THINKING 


This step will require extensive 


of your imagination. Imagination ts a 


leading factor of productivity 
loes it take to bring this late 


into being? I cannot say with definite 


assurance that there is nothing to it 


for this will depend upon you and 


how well you Can play hous¢ plus 


your ability to apply common sens 
when 


I am sure you remember you 


as a youngster, organized the front 
porch, or perhaps your bedroom, int 


Y« ul 


and about 


a tour or five room home wert 


setting up housekeeping 
Do you also recall 


to raise a family 


how hurt you became when a mem 


142 


Chis is the fourth lecture in the series given by Barbara Mills, di- 


rector of housekeeping services, St. Luke's Hospital, Chicago, to her 


administrative housekeeping trainees. Because she is training them 


to be department heads, she constantly stresses the necessity for de 


veloping the qualities of leadership. This lecture concludes the 


section on scheduling the work load and also covers a “‘tour’’ of the 


hospital during which Mrs. Mills discusses the attitudes that the 


administrative housekeeper should adopt in her dealings with 


ED. 


patients. 


failed to 


recopnize 


or when he en 


and failed 
’ all of 


home 


in the 


Now some ye 


igining this 1s your first charge as an 


administrative 


survey you have listed the 


staffing as follows 
Lobby and Omces 
Lecture areas 


Kitchen and 


Basement 


{ining areas 


Central supply 
Lockers and bathrooms 
Housekeeping areas 

X-ray department 
Operating area 
Stall quarters 
Disposal 


and ele 


Stairs vVators 
Laboratory 
Outpatient department 
6 Patient floors 

1 Pediatrics 


| Obstetrics 


this was 


theater 


to knock 
very 


of your 


ars later you are im 


nouse keepe r and after 


areas for 


There ts set time for guest 


to check out 


Your decision as to 


Note 


no 


size Of areas 


type of coverage, implemented by our 
basic principles, will influence your or 
ganization and staffing. Probably no 
two of you will make schedules alik« 
you 


so don't let it worry 


As we continue to practice statfng 


break 


hospital 


in its various forms let's the 


monotony and visit some 


areas to get a firsthand conception of 


who institutes these services we have 


1 
illy gets then 


acquainted 


been talking about ui 


done—and also be 


with our guests 


ATTITUDES AND BELIEFS 


Generally speaking, if you follow 


instructions, there 1s nothing to harm 


you in the hospital. Therefore you 


have nothing to fear. True, some 


sights may not be too pleasant to wit 
ness; they may upset or excite you 
Nevertheless, your horror or displeas 
ure does not need to register in your 
expression. Hysteria or panic cannot 


play a part in your emotions for, as a 
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Watch patients’ spirits perk up 
when you serve them on bright, 
crisp Roylprints Place Mats 
and Tray Mats. Food looks more 
appealing ... appetites are 
stimulated. Patients respond to 
the extra concern for their 


well-being... morale is boosted. 


You'll like the extra measure of 
cleanliness and sanitation with 








Roylprints — for utensils never 
touch the bare tray. You use 
Roylprints once — then discard them. 
There’s no extra work no washing. 
No wonder so many top hospitals 
applaud them. 

Roylprints are available in a wide 
variety of gay colors and charming 
designs or if vou wish — a design 
personalized with your hospital name 
and color choice. You’ll be pleasantly a 
surprised at the low cost. The whole 
story is yours for the mailing of the 
coupon...send it today. 


Royal Lace Paper Works, Inc., Dept. MH-6 

99 Gold Street 

Brooklyn 1, New York 

We'd like full details and samples of Roylprints Paper 
Tray Mats for hospital use. 

. 


' 

ee 4 

Roylprints mica 
\ 


Address 


PAPER PLACE MATS 


| 
| 
I 
| 
l 
| 
| 
| Name 
| 
| 
l 
| 
l 
! 


Royal Lace Paper Works, Inc., Brooklyn 1, N. Y. (A subsidiary of Egstern Carporation) L tied Zens wna J 
be nthe enaies chthiintin nines ete 
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is your job to strengther 


believe it 


Wer Apropos ot this | 


pertinent at this time to touch upon 
some of the factors responsible for a 


seeming apprehension among you 


During your orientation tour I heard 


sucn expressions as 

hope | mt e any blood; 
me very 

think I would faint 

; 


on ead 


if | saw any 


Hope I dont have to work on ma 


ternity. Those delivery rooms must 


, Ly \ } 
be horrible to clean up all that blood 


and stuff 


Please don't near the 


sme Ils make mc 


make me go 
Operating rooms—the 


very ill 


These are all popular misconcep 


tions and your presupposing what 


would happen was very interesting. At 
1 ] } 

that particular time I quieted your tears 
by permitting you to “swing on the 


garden gate” but the time has arrived 


when we must climb down off the gate 
| You 


and go in and the garden 
to be afraid is t 


expk re 
7 
Will learn that even 


LIVE so come along, let 


People, of course, can 


themselves to new conditions 


will theretore 


You 


It interesting to watch the change 


cessity to 


find 


SUrVIVC 
in your own attitudes and beliefs as 


you become familiar with the various 
functions that make the hospital tick 
and develop the capacity to realize the 
necessity of cooperation among all de 
partments to enable the organization 
to function in a sound manner 

There is little new to be said on the 
subject of death itself but there is 
much to learn concerning the unwis« 


What ts 


unknown, 


handling of this situation 
to fear Fear of the 
said. Well, are 


a bus? 


there 
you afraid to 
No, of 
but the unknown prevails 


leath 


someconc 


walk outside and get 


course not: 


there even more than in I won 


der if it is fear of the unknown or 


1 
could it be that you are afraid of fac 


ing reality in all its depths. It cer 


tainly 1s not you Who are experiencing 


the unknown 


| ' 
Lets YO take a look at 


theater. As we near this will 


notice the tempo changes—consider 


able hustle and bustle but the move 


ments are smooth and there is no lost 


motion for seconds count 
If you 


will make notes on what you 


see and do not understand we will dis 


cuss it further in the classroom. I al 


Ways think It 8 NIce tO be able tO know 


dedicated to the heal 


| 


this area 1s 


mankind and hallowed by th 


many lives 1 within its walls 


Save 


that there 1s such a haven of relief for 


those sufttering and 


Here 


Way 


in need of help 


you observe an operation inder 


You are amazed at the perfect 


orderliness, precision and cooperation 


which ts certainly made evident by the 
smooth teamwork of all concerned 


You can stop holding your noses for 


there are few, if any, disagreeable odors 


1 if you become ill 


an there are plenty 
Within 
dollars 


skilled 


best 


of peopl here to care for you 


these walls literally millions of 


arc spent on equipment and 


personnel so that only the shall 


{ 


tor those in nee 


j 


' P 
be available 


These oxygen tanks should not upset 


Oxygen tanks today do not spell 


1 Instead they are used as 


¢ cna 


mcasule 


pre ventive and precautionary 


and therefore y rarely see a floor 


without them 
Next we are 
yuests, individ ially 


yoct or tL proyect 


HOW ONE ADMINISTRATIVE HOUSEKEEPING TRAINEE WORKS OUT STAFFING SCHEDULE 


Name Monday 


LOBBY, OFFICES, DINING AREA 


AIDE WORK 


LABORATORIES AND X-RAY 


DOROTHY WORK 


oO. P. D. 


HELEN WORK 


FIRST FLOOR 


MARGARET WORK 


DORIS WORK 
PEGGY WORK 
JUNE WORK 
BETTY WORK 


HAZEL WORK 


O.R. 
JANE 
MARGARET 
QUARTERS 
BERTHA 
KAY 
Cc. O. AIDE 


RELIEF 
ELIZABETH 


Tuesday 


Wednesday Thursday 


WORK WORK D.O D.O 


D.O WORK 


D.O 


D.O WORK WORK 


WORK WORK WORK 


WORK WORK WORK 


WORK WORK D.O 


WORK D.O WORK 
WORK 


O. P. D. 


LABS LOBBY 
WORK 


(Continued on Page 1: 


Friday 


Saturday Sunday Remarks 


DINING 


WORK WORK 


None 


WORK D.O 


None 


WORK D.O 


WORK 
WORK 
WORK 
WORK 
WORK 


WORK 


D.O 


Quarters bath 
rooms and C.O 


Float 
WORK 


D.O 
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MAINT AMN EER” 


in your picture 


to make maintenance 


DOLLARS GO FARTHER 


H. G. “Mike” Heller 
One of Many Second Generation Hillyard Maintaineers. 
“He brings 50 years’ experience to your floor maintenance problems.” 


“Young Mike” Heller has been a Hillyard 
Maintaineer for the past 7 years. When 


he surveys ‘e) floor and recommend res 


toration, treatment, or maintenance 
with the authority of his own 
' 
intensive Hillyard training and jOD ex- 


perience as Floor Maintenance Specialist. 


on the experience of the en- 
tire Hillyard organization, accumulated 
during a half century of service and lead- 


ership. 


experience with the more than 
150 other Hillyard Maintaineers, sta 
tioned in other cities of the U.S.A 


from the 
experience of his father, M. G. Heller 
(“Mike Senior’), who has a distinguished 
record of nearly 20 years as a Hillyard 


A 


Maintaineer! 


f 


On Your Staff, Not Your Payrol 


HILLYARD CHEMICAL CO. 
St. Joseph, Mo. 
Please have your nearby Hillyard Maintaineer show 


me how I can save real money on floor care. 
Name Title 


Institution 


‘lit HILLYARD CHEMICAL CO. 
St. Joseph, Mo. 
City 





ICCA ON +  O—LE>EEE 


— 


when you 
come here 
to buy 


you'll find the catalogs 
of these suppliers to help you 


in catalog sections CA & CB 





furniture & furnishings (CA) — housekeeping, maintenance 
equipment & supplies (CB) 


I'He FIRMS LISTED at the right have filed catalog 
information in the 1957 edition of HosprTar 
PurcHASING Fire—to help you, your purchas- 
ing officer and department heads make wise 


product selections. 


Hosprtat PurCHASING FILE contains twelve logi- 
cal catalog sections, arranged by hospital depart- 
ments. This series of announcements will cover 
all twelve, tell you the names of firms that are 
most eager to serve you and who make available 


in Hosprrat PurcHastne Fite catalog informa- 
F.w. DODGE 


tion that you can use 
An | Service Be sure to turn to Hospitat PurcHasincé FILe 
for product information — have Hosprtat Pur- 


CORPORATION = “ 
CHASING Fire available for staff and department 
head meetings. Be sure your department heads 


learn to use Hospirat PurcHasinc Fine. 


HOSPITAL PURCHASING FILE 
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ca. 
Adjustable Fixture Co. 
American Hospital Supply Corp. 


Angle & Bourke Co., Division of 
Furniture Masterpieces, Inc. 


Bassick Co. 
Carrom Industries, Inc. 
Darnell Corp., Ltd. 


Faries Lamp Division, 
General Lamps Mfg. Corp. 


Faultless Caster Corp. 

Hard Mfg. Co. 

Hill-Rom Co., Inc. 

Inland Bed Co. 

Jarvis & Jarvis, Inc. 

Lakeside Mfg. Inc. 

Luminous Equipment Co. 

Royal Metal Mfg. Co. 

Simmons Co., Contract Division 
Superior Sleeprite Corp., Contract Dept. 


Thortel Fireproof Fabrics, Inc. 


cb. 


Advance Floor Machine Co. 
American Floor Surfacing Machine Co. 
Clarke Sanding Machine Co. 

Finnell System, Inc. 

Geerpres Wringer, Inc. 

Hillyard Chemical Co. 

Holt Mfg. Co. 

Huntington Laboratories, Inc. 

Kent Co., Inc. 

Legge Co., Inc., Walter G. 


Quaker Maintenance Co., Inc. 





HOW ONE ADMINISTRATIVE HOUSEKEEPING 
Fy 


Continued 


Monday Tuesday Wednesday 


D.O c. 9 


BESSIE 


JENNIE 


HOUSEMAN 
JACK 8-4:30 
3-4 
RAY 8-4:30 
5-6 
TED 8-4:30 
BASEMENT AND STAIRS 
GEORGE 8-4:30 


DISPOSAL 


JOHN 7-3:30 


HENRY D.O 


RELIEF 
) 


1-2 
2 DISP 


Labs & X-ray 
WORK 


GENERAL HOUSEMAN 
ERNEST 8-4:30 


HUGH 1-9 p.m D.O 


REMARK: After we become adiusted m 


All personnel in 6:30 a.m. to 2:30 p.m. unless otherwise in- 
dicated. 
Lobby, offices and dining area 
houseman for good cleaning. 
(Dining area only serviced after each meal 
1 aide with assistance of house- 


1 aide with assistance of 


Laboratories and x-ray 
man (see notes) 

Outpatient department 

We will use the “Team Aspect 
1 aide to each floor 

1 houseman for 2 floors 

Operating areas—Need 2 aides 

keeping. This is a medium size area and very busy. Sun 


1 aide with assistance of houseman 
throughout patient areas 


they are under house- 


undertaking 


pil 


The will be 


W ill 


project we 


be the “distribution of new 


lows Meeting our guests 


with a project to 
be accomplished 


Here, again, we encounter that word 


preplanning.” When preplanning for 


this type of project you will discover 


that the application of good common 


sense is imperative. In order to an 


swer questions for our preplanning we 
will need information which will in 
other 


148 


well 


on Pag 


conduct, 
( 


volve our as as 


knowledge ont é 
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raffic 


LESSON OBJECTIVE 


TRAINEE WORKS OUT STAFFING SCHEDULE 


Page 144) 


i 


Thursday Saturday Sunday Remarks 
8-4:30 


WORK D.O 
8-4:30 


WORK 


10-6 
6 O.R 
8-4:30 
QUARTERS 


8-4:30 
QUARTERS 


8-4:30 
QUARTERS 


WORK WORK WORK 


D.O WORK 


W ORK 


D.O 


WORK 


All creas 
D.O W ORK on Sunday 
Labs & X-ray 
3-4 


DISP BASE 


W ORK 


Dining orea 
venetian blinds 
high dusting 


WORK WORK D.O 


Two general housemen 


days on duty give good cleaning. This is my ace per- 
sonnel for Sunday in case of an emergency. 

Quarters—30 rooms—but they are large with 2 and 3 beds 
Use 2 aides—help one another on change days. Float 
for bathrooms and check out 

Check-out aide—1 aide from 1 p.m. to 9 p.m. 

Disposal—2 custodian housemen 7 a.m. to 3:30 p.m. 

Basement and stairs 
Alternate Sunday—can handle patient floors on the Sun- 
day he works 

General housemen—2 housemen until | have an opportunity 
to see how the attendance shapes up. 8 a.m. to 4:30 
p.m. and 1 p.m. to 9 p.m. 


1 houseman 


CONTENT METHODS 


Practice in an 
empty room or 
use nursing arts 
classroom 


1—CONDUCT 


Interdepartmental 


2—PREPLANNING 

Why, When, Where, How 
3—PATIENT APPROACH Réle playing 
Conduct 
Performance 
Accomplishment 
Records 
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.” ARMQUR, * ~* * 
Si /UsP HEXACHLOROPHENE, 

Fg ioe 7 SOAP o * 
\; ia? . cn & . wage 4 , 


. .. af * - 


NOW! A hexachlorephene soap that's mild, yet gives full USP 


germicidal protection. Made by Armour to provide hospital 


personnel with effective protection—without skin irritation. 


CD Sy Den 


INDUSTRIAL SOAP DEPARTMENT 
© Armour and Company * 1355 West 3ist Street * Chicago 9, Illinois 


1. Conduct: 

You are identified by your pin as a 
Housekeeping Trainee so you will be 
entitled to consideration at that level 
by all departments. Interdepartmental 
teamwork is essential 

Introduce yourself to personnel in 
charge 
1 be fully 


Special shouk 


stated 


projects 


Ask guidance in procedures as to 


when you can actually do the work and 
what areas would be out of bounds 
2. Preplanning: 

W’hy—New pillows replacing old 


mind if 


we ust talk 
PLAIN FACTS 


... about 








When 
Wednesday 
W here 

No. | 


How—2 Linen hampers with new 


Start next Monday through 


Top floor: Start with Room 


pillows for just one area (slips have 
all been put on) 
Linen hampers for old pillows 
Soiled slip covers dropped down 
chute 
(One set of hampers will be sta- 
tioned at the far end of the area or 
floor. Keep clipboard on hamper in 
order to prompt you on areas in which 


you are not permitted, also to list 


Did vou know that Standard is 
one of the oldest companies in its 
field ... that it has been manu- 
X-ray 


over 45 vears, beginning shortly 


facturing apparatus for 


after X-ray was discovered” 
During this entire period, Stand- 
ard has operated continuously 
under the same name, building 
an impressive reputation as a 
sound business institution which 
produces a complete line of qual- 
ity apparatus today . and will 
be here to serve you tomorrow. 
Our unique production methods 
and low overhead make possible 
certain economies which result in 
superior units at the lowest pos- 
sible cost. And there is never a 
compromise with quality. Stand- 


ard “stands out’! 


4 Standard Distributors, located in 
all principal cities from coast-to- 
coast, are experienced X-Ray men, 
thoroughly qualified to install and 
maintain Standard apparatus. 


X-RAY COMPANY 


1932 N. BURLING STREET, CHICAGO 14, ILLINOIS 


rooms in which work has not been 

completed ) 
Lines of communication sent to 

Hoors establishing a date 

3. Patient Approach: 

learn that the tools are 

Patient 


Here we 
second to Auman relations 
privacy and respect, hospital quiet arc 
all part of your conduct. Patient re 
action is MOst important; small things 
are remembered as annoying. Noise 
can become a physical nuisance 

Do not peek from behind a door 
or screen. Enter so you can be seen 
This peeking business makes a pa 
tient very apprehensive and full of 
wonder. He can see your feet and 
knows you are in white but he won 
ders: “Why in the world don't they 
come in? What are they planning on 
doing to me? 

If you have the wrong room, say so, 
apologize and leave 

The following is an outline of 
simple steps to help you get in 


Knock lightly—walk 


Introduce yourself 


into sight 


State your mussion 

Complete duties with pleasant talk 
and leave with objective completed 

Perform the job easily and quietly 
as possible 

If the patient is asleep 

(a) if possible leave pillow on chair 

and mark records “collect the 

old 
if impossible to leave without 


mark 


annoying the patient 


records “return later 
give to Special Nurse and mark 
collect the old” later 
If the patient does not wish to be 
disturbed, that is okay. Put pillow ir 
closet or drawer 


Mark re cords 


(refer to supervisor of 


pick up when room 
1S vacated 
this area) 

You have done very well in your 
role playing and all of you have been 
sufficiently difficult as patients to make 
it very interesting. You will become 
at ease when lifting the shoulders and 
removing the pillow after a little fur 
ther practice. Most patients are not 
dead weights but can help you by 
helping themselves 

Try to train yourselves to be con- 
siderate of people—those who are con 
cerned about the ill as well as those 
who are actually ill. Thoughtless re- 
marks often are overheard and cause 
many a heartache. Personal opinions 
or condemning remarks should be left 
for the “soundproof” of your ofhce 


or better yet, left unsaid. 
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He has, indeed! This administrator is 
ready. Fact is, he’s been waiting for his 
“patient” to complain. 


did he prepare himself? At the 


outset, he estimated the patient day load 


How 


and the operating requirements of each 
department. But he also instituted regular 
and timely reports to relate the actual 
patient mix to the forecast. Reports, for 
example, which relate the utilization of 
Lab’s services to kinds of patients. 


With these on time facts before him, the 


Wy 


administrator was able to predict that 


Lab’s work load would continue to in- 
crease. And thus informed, he was pre- 
pared to adjust the budget and authorize 
added personnel and equipment — before 


the condition could become a crisis. 


This is but one example of how proper 
figure facts can point up situations that 
demand administrative action. For fur- 
ther evidence, write to us today for your 
complimentary copy of “Better Patient 
Care Through Administrative Controls.’’* 


Better patient care 


through administrative controls 


The MeBee Company, Athens, Ohio 


Division of Royal McBee Corporation ¢ Offices in principal 


In Canada: The McBee Company, Ltd., 179 Bartley 


Drive, Toronto 16, Ontario 


cilles 





Doctors Will Give — But 

( NLiINnHeCA Fy 
added or developed. On the other 
hand, the younger members of the pro- 
that the 
ought to give more substantially to the 


fession feel older members 


hospital, because they are the ones who 
have had an opportunity to build up 
competence to do 


sufficient financial 


99 
so. 
S quotas ac 


Another system set 


1 
number 


Series 30 
Swivel Caster 


Don’t Crowd Them 


Wi Page 74 


tor who was assigned the responsibility 
ot establishing quotas for the stafl u 
i New Jersey hospital campaign worked 
elaborate system 


out an point-scorimy 


based on hospital procedures An ap 


pendectomy was worth 150 points, ad 


ministration of an anesthetic 25 points, 
a medical patient 4 


T he n 


history tor the pre 


a routine visit to 


points, and so on. i clerical stafl 
checked every case 
ind tallied the 


\gain, the tota 


ceding year number ot 


points for each doctor 


offers you 


UC tiv CASTERS 


with double ball bearing swivels 


Electrically conductive treads satisfy 
operating room requirements. 

Approved by Underwriters’ Laboratories. 
Renewable rubber tired wheels. 

Top quality swivel lubrication. 

Heavy gauge steel forks and races. 


Superior quality bearing balls. 


Sales Representatives In Leading 
Cities Throughout the Country 


Jarvis& Jarvis, Inc. 


PALMER, MASSACHUSETTS 


IN CANADA: Jarvis & Jarvis of Canada, 1744 William $t., Montreal, Que. 
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voal lor the statl was divided up among 


accordance with their 


The 


system was explained succinctly by the 


the doctors in 
point ratings. rationale of this 
man who devised it 

“Every doctor will meet his responsi- 
bility willingly if he knows the other 
guy is meeting his.” 

\ less formal method ot organizing 
the stafl was described by a doctor who 
took his hospital responsibilities serl 
ind was generally credited with 


playing a leading role 


ously 
in the success ol 
i campaign 

“First, we had a meeting ot the lead 
ing members of the staff,” he reported 


“At this 


1] ] 
problem and explained the 


meeting, Wwe discussed the 

MM portance 
| 

leader 


that 


contributions and. staff 


The 


would be no high pressure 


ot statl 


ship director emphasized 


there and 


nobody would dictate to the doctors 


concerning their share. Instead, a staff 


committee was organized to 


answer 
questions and help individual members 


| ; 


irrive at a tair idea ot their respons! 


bilities.” There are some objections and 
drawbacks to every system. The infor- 
mal, let-your-conscience-be-your-guide 
method just doesn’t produce as much 
money as the arbitrary quota system, 
which 


The quota based on admissions or hos 


also produces more anguish. 


pital procedures performed may work 


stall = mie mie rs 


who divides his work 


among two or three hospitals, for ex 


imple, wil vet olf lh thtly com ired to 


on who concentrates ill his patients im 


he institution that 1s conducting the 


dri ( Moreover th Bi score based 
on procedure pens uf lI the old ar 


yuiments about aluc Of surgical 


] 


nonsurvical s§ ces ind, besides, it 


taal oO consider that busiest nan 


have lone the large st share ol 


work 


may 


ch iritable 


MUST BE DEFINITE GOAL 


However the quotas are established, 


directors 


experienced campaign agree 


that there must be a definite goal ior 


the staff as a w hole, and separate quotas 


tor each individual member, and that 


staff solicitations should be on a doc 
tor-to-doctor basis as far as possible. In 


lecture lor hospital 


his how-to-do-1t 
campaign directors, the man with the 
reputation for taming doctors described 
the next phase of the campaign in ex 
plicit terms 

“After analyzing the assignment ot 


prospect cards and meeting with the 


committee ‘of doctors who have agreed 


to do the soliciting, a briefing session 
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Safety sides do not interfere with use of the patient control panel. 


HILL-ROM ANNOUNCES THE FIRST 
All-Electric “Push Button” HiLlow BED 


@ This all-new, all-electric ‘push button’? Hill-Rom 
Hilow bed sets an entirely new standard for convenience, 
utility and patient comfort, and is the last word in ad- 
justable height bed design and performance. It is de- 
signed so that operation of the Hilow feature and adjust- 
ment of the backrest and kneerest may be handled by 
the patient. As shown above, push button controls for 


patient use are located on the patient’s right—in the 


seat section of the spring. If such patient operation is 
undesirable, the nurse can easily make it impossible by 
the use of “‘cut-out’’ switches on the motor unit. All 
switches are mechanically interlocked—no two push but- 
tons can be operated at the same time. Head end and 
foot end panels are designed by Raymond Loewy. 

With the addition of this new “push-button” model 
Hill-Rom now offers four different hilow beds, including 
both manually and electrically operated models. Com- 
plete information on any of these hilow beds will be 
furnished on request. 


HILL-ROM COMPANY, INC., Batesville, Ind. 


Vol. 88, No. 6, June 1957 


The nurse also finds the push button control 


Panel is convenientiv located 


NOW READY! 
PROCEDURE MANUAL No. 3 


Hilow Beds is the subject of Procedure 
Manual No. 3, prepared by Alice L. Price, 
R.N., M.A., Nurse Consultant for Hill-Rom 
Co., Inc. and author of three leading text- 
books on nursing lhe American Nurses Dic- 
tionary, A Handbook for Student Nurses and 
The Art, Science and Spirit of Nursing. Copies 
for student nurses and graduate nurse staff 
will be sent on request. Address Miss Alice L. 
Price, Hill-Rom Co., Inc., Batesville, Ind. 





chotire 
. olf weak last 


hay Horning 


KELLOGG OFFERS —~ PLANS veer 
TO FIT YOUR NEEDS IN committee members betore this break 


last send-ofl. No solicitation here un 
INTERCOMMUNICATIONS .... SOUND fo sata No ole 


Report meetings should be sched 
uled regularly as in any other campaign 
division—again with an eve on the 

Linnie limitations ot the committee mem 
Kellogg's Practical 


lye rs Involve d 
Phone sys 


Push-button tele. 
Up the receiver, Once the hospita stall ind employes 


Or switchboard. “ge have Mack heir ple Ives to the cam 


ference facilities, low pase pain, the community should then be 
stem 


of excellent quality. n what this hospital tarmily’ has 


This procedure can by used 
Any captive constituency vrouy 
ed 


The Select-O-Phone Telephone System. 
Any number of calls can be made “CAPTIVES” PROVIDE PROSPECTS 
simultaneously. Every station a master 

station; dnyone can dial anyone else By a “captive gvroup, the director 
at any time. Complete privacy. Con- explained, he meant any group com 
ference facilities. Executive right-of- mitted to th 


project uch th 1; 
Proje. uch as the medi 
way. General call. Central dictating. 


’ } ; ] ] ; 
tl Stat! ot a hospital. or members of 


FOR 6 TO 50 , 
PERSONS t church other institution seek iny 

; t in that they 

he said, It 


. a ' 
iT Relaymatic. A complete, pri sno ea CO rc or community cam 
toy gaa telephone system os lean: “tales oa Raia he: a ‘cca 
the same high standards as peor “ pect Lis ptive yroup pro 
by public telephone companies. Ye agg Se buile | 
Automatic ringing. Any | ny i silt fos 


er be added at any mu oand as there to r pars 


number of lines can 
time. 
FOR 50 TO 500 In addition to the differences in 

PERSONS method or approach, obviously, there 


are other reasons some doctors give 








generously to hospital campaigns while 


: others sit on their wallets. Foremost 
Kellogg's Sound Equipment. A com- 


plete line of amplifiers, Projector horns, 

and loud-speakers. The finest high character, tr uning and philosophy that 

os pm sound equipment available. produce different attitudes tow rd gin 

location td 
FOR or any i OUtdoors, assemb/ 
r VOICE PAGING, halls, corridors, factories wareho : 
NNOUNCEMENTS, Om 
MUSIC, ETC. 


probably, are the differences in personal 


ing. But the rel mionship of the medical 
staff, and the indi dual doctor, to the 
} ] | 


hospita DOure istees and admin 


istrator is also important. Doctors why 


Kellogg's combination intercommunica- leel they are | ; regimented or 


tion and sound installations allow you pushed around | the administrator 
to make loud-speaker announcements ind board are likely to respond with 
using the telephone instrument on 100 
: : i er 
desk. Simply dial a certain number, : orate nie 
FOR COMBINING and talk. Simplifies and speeds voice those who work together harmoniou Y 
INTER- ing with the administrator and the board 
aging. : 

COMMUNICATIONS _— ind feel they are fairly treated 

AND SOUND li 


| 
ess enthusiasm Ina campaign than are 








this is true. hospital physician re 


lations may be in better shape than it 


Neltage Sutishhoard ond Supety Co. has seemed at times during the last year 


Commercial-Industrial Division, Dept. 75-F 
79 W. Monroe Street, Chicago 3, Illinois s 
Gentlemen: squabbles have made headlines For, 
Please send information on the following Kellogg plans 
Plan! () Plan2() Plon3 Pland—) Plans any way you look 
Senn ot the community goal mia hospital 
KELLOGG SWITCHBOARD AND SUPPLY CO ies campaign is a large slice for a small 
A Division of 1 the $500 I] 
International Telephone ond Telegraph Corp Address group to give, and the > miion 
QUALITY COMMUNICATIONS SYSTEMS City Zone____ State that doctors have donated to hospitals 


QUALITY COMPONENTS FOR INDUSTRIAL CONTROL 


or two, when SO many doctor hospital 


at it, 20 per cent 





is a lot of money, 
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The furniture that never knows what year it Is 


Designed for today AND tomorrow— 


HUNTINGTON’S tailored simplicity, superior long-life, and relaxing comfort has 
made it outstanding in the field of club furniture. This all purpose moderate- 
priced prestige line includes a selection from over 179 patterns which may be 
harmoniously grouped for your lobbies, lounges, cardrooms and guest quarters. 
Superb craftsmanship with high-quality hardwoods makes for enduring wear and 
low-cost maintenance. It is handsomely styled to retain its contemporary fresh- 
ness through the years. 


Vol. 88, No. 6, June 1957 


y 
a 
enxyz7h 
Showrooms: 


Huntington, Chicago, Miami, New York 


Please mail complete information 
about Huntington furniture to: 


Company cccccccscccccccces coccce 


City eeeee 


Attach to your letterhead and mail to: 
Huntington Chair Corporation, Huntington, W.Va. 
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Problems Multiply at lronwood Hospital 


at the Same time appomuynyg an 


Mrs. Margaret Mead, as 


nurses 


nurse, 
director ol 
When Mrs. 
work, Mrs promptly 
again, and the board backed this 
Like s veral 


seven-man board ot trustees, Mrs 


Endrizzi reported back 


Mead hred 


members ot the 


Vie id 


nove up 


Albert supporter. 
Actually, the board itself, like the 
community, is divided on hospital is- 


Is an 


sues, and some trustees are inclined to 
the view that the hospital's problems 


Joseph 


have been overemphasized. 
Desonia, a board member for 35 years, 
for example, says the hospital is func- 
tioning well and much of the criticism 
is completely unjustified. 

Of course, there is a 


mprovement, he te ld 


we have a good ho pita 


Chis opinion would puted by 


iccreditation authorities and others wh« 


take a dim Vi ot any hospital with 


{ 


oes? fie ‘ 
1265 de c | records and 


no one with authority to require do 


tors to 
These 
bother Dr 


methods ‘l believe, 


, 
maimtain records 


deficiencies, however, 
Albert, who, again, 
and al 


have, that every patient should ha 


own 


] itients do, 


case record, and I e) 


he said recently. “But lisagree with 


, ; : 
the method ot handling atekee] 


ing records at the hospital. I also ques 


tion what authority will decide what 


constitutes a complete record and 


whether the hospital board has. the 


iCval 


~ 


power to decide such matters 


In contrast to most medical-l 


authorities, Dr. Albert believe 


| 
x-ray films are the 


property ol 


tients. Tissue removed at operation ts 


also the property ol the patient, not the 
hospital, he contends. 
that tissues should he 


a qualified 


“T also believe 
examined by pathologist, 
but not necessarily by one hired by the 
hospital,” he « xplained. “The physician 


should have the right to choose his 
own ‘ 

When the consultant's report reveal- 
ing the condition of medical records 
was made public in March, the board 
reversed itself and reinstated three of 
the hospital rules that had been dropped 
when the by-laws were rewritten fol- 
lowing the court decision. The reestab- 


lished rules provide: 
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ntinued From Page 94) 
|. The physician 1s responsible tor 
I complete record ol the patient's his 
tory and treatment at the hospital 
Such 


to the hospital by the physician and are 


records must be submitted 


the property ol the hospital 


from patients 1s 


the property ol the hospital and must 


, Tissue removed 


i pathologist 


} 
we ¢ xamined Ly 


STARTED NEW CONTROVERSY 


Immediately, the reinstated rules be 


ime the subject of a new controversy 
a situation that was acknowledged 


We're lay 


and 


ruefully by Mr. Desonia 


con 


| 


screntious a 4] ‘ \ can, he said 


eood 


len trying 


We changed our rules when the courts 


Now, | 


we re being told that what was right 


vesterday is Wrong again today 


That the board is 
and the reinstated rules violate the court 


ld 
1 us they were wrony 


vUuesS 


wrong this time 


order is the opinion of Theodore G. 
Albert, Dr. Albert’s brother, who was 
prosecuting attorney of Gogebic County 
when the first suit against the hospital 
was filed several years ago. In a public 


tatement following restoration of the 


disputed rules, Attorney Albert said the 


hospital “is not licensed to do what 
It should be ob 1Ous 


| | 
these rules intend, 


that there is not only an attempt to 


rorce 


back rules of que stioned validity 


Dut to reverse ofr amend every Opinio! 


previously formulated by me and ac 
, 


cepted by county governmental units 


Swinging hard at his brother’s de 
Mr. Albert 
] cal press Of trying to make the pub 
Dr. Albert 


ny records, that he does not 


tractors, then accused the 


lieve that Is not keep 


forward 


tissue for study, that he perhaps 1S 


keeping tissue, and that he abscond 


with x-rays 
that Dr. Albert steals 


continued, in 


“Tt is not true 
records,” he an astonish 
ing series Of references to charges that, 
determined, had 


that 


could be 


as it 


ver been made “It is mot true 
does not send tissues away for study 
that Dr. 


or that he ts splitting 


s not true Albert is throw 


Ing away tissue, 


rees 


Mr. Albert's statement, released by a 


local radio station, concluded with 


greement that some kind of investiga 
called “The 


institution, if I 


tion was certainly for. 


Albert 


family is an 


might Say o, m this community, he 


said, irrelevantly but not without som 


reason 
As it 


whether or not the 


silts the evidence to determine 


present hospital 


board is equal to its task, the County 


Board ot Supervisors is also studying 


these specih recommendations made 


by Joseph G. Norby ot Milwaukee, the 


hospital consultant whose was 


November 
| { 


board ol 


report 
Mr. Norby 


trustees should 


submitted last 
ud the 

Establish a more formal organiza- 
tional structure in the hospital, detail 
ny responsibilities and lines of author 
ity amony employes ind modifying the 


by-laws to place greater responsibility 


} 
on administration in employing, direct 
ng and discharging personne | 

2. Relieve administration of as much 
departmental detail as possible to allow 


the idmunistrator more time to coord 
nate and check up over-all operations 

3. Adjust salary and pay schedules 
to bring them more nearly in line with 
practices in better hosy itals in the area, 
with recognition to variations between 

rs and department heads 

4. Consider establishment of a cen- 
tral sterile department. 

5. Relocate clinical and service fa- 
cilities for greater efficiency 

6. Provide for an additional operat- 
ing room and renovation of the ma 
ternity ce partie nt. 

7. Provide a “complete face lifting” 
hospital 
ronment tor patients, includ 


a systematic plan tor replacing ob 


for the building to give a 
better en\ 
solete and outmoded furniture. 

Finally, Mr. Norby said, the board 
should “seek to have the County Hos- 
pital Act changed in such a manner 
as to give the governing board author- 
ity to regulate and administer the af- 
fairs of the hospital in accordance with 
accepted principles approved by na- 
tional standardizing organizations rep- 
resenting both the medical profession 
as well as hospitals.” 

\ change in legislation is the only 
road back for Grand View, Mr. Norby 
concluded. “Action on this recom 
mendation 1s in my judgment ol such 
that it 


whether or not 


importance will definitely de 


termine Grand View 
will move forward and gain respect or 
progressively deteriorate,” he told the 


board. 
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—- a new G-E therapy unit 
in step with your progress 


Greater output 
with higher 


filtration 


And this new 300-kvp, 
20-ma unit gives you 


THREE FREEDOMS 


for easier treatment 


¢ General Electric Maxitron 300 not only 
duces a higher r output using heavier filtra 
-it also gives you unmatched handling 
and tod: greatest freedom of choice 


tment technics 


Freedom from “filter fiddling” 

You can pre select any of 10 half-value layers 
ind dose rates with the Maxitron 300. The cor 
rect filter rotates into place while kvp and ma 
scttings are matched automatically. You literally 


dial the techni 


Freedom in positioning 
Six distinct tubehead motions lock independent 
ly and electrically. They permit universal focal 
spot movement around the patient anywhere 
at any angle within a 72 x 38x 54-inch rangi 

Freedom in scheduling 
No warm-up needed at any.time. You can sched 
ule therapy at your or the patients’ convenience 
save time, prolong tube life. All “tube-on 

time is productive ! 

Get complete details on this superior new 
therapy unit from your G-E x-ray representative. 
‘ t Or write X-Ray Department, General Electric 
ace, you dial cigpiilles eet act Company, Milwaukee 1, Wis., for Pub. H-62 


Progress /s Our Most Important Product 


GENERAL @@) ELECTRIC 
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now...prepare sterile needle 
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Standard Lengths + ATRAUMATIC~ Needles 


Saves 3314/3% nurse time’ 


No large, clumsy tubes to break, no reels to unwind... new nurses 


learn simple SURGILAR technic in minutes 


Gets broken glass out of the O. R. 


No nicked sutures...no adhering glass slivers...no punctured gloves 
...no glass in laundry... nonirritating jar solution—all important 


contributions to better patient care 


MORE THAN 1,500 HOSPITALS 
HAVE ALREADY SWITCHED TO SURGILAR 


1. Alexander, Edythe I Mod. Hosp., May, 1957 


Write for ew product « italoy 


SURGICAL PRODUCTS DIVISION, AMERICAN CYANAMID COMPANY. DANBURY. CONNECTICUT 
—_—_ eee 

eT NA! — PRODUCERS OF DAVIS & GECK SUTURES 
———_—$—$ 





sutures this easy way! 


cut preparation time... save dollars 


re | : , 
4 poe "6 y @ S 4 & 


Sterile Pack Surgical Gut 





Delivers stronger, more flexible sutures 


Eliminates weak spots and kinks from tight reel winding .. . requires 
less handling o- - Can be easily opened as needed so suture does not 


dry out... needle points and eutting edges are better protected 


Cuts surgical costs’ 


Fewer sutures damaged or opened unnecessarily saves gloves and 


linens...stores in ls the space... costs no more than tubes! 


NEW! Spiral Wound Gut now available in SURGILAR pack! 





OTHER OUTSTANDING HOSPITAL-TESTED SUTURES 
SURGILOPE MEASUROLL 


Sterile Pack Pre-Cut Silk and Cotton silk, Cotton and Stainless Steel tape-measure box... 
iluminum foil envelopes . no glass to break one snip cuts multiple strands to desired length 


less storage pace osts fess than tube saves waste, saves time economy size costs less than s pools 











NEWS DIGEST 


Los ANGELES.—The liveliest ses 
sions at the 27th annual 
the Western Association of Hospitals 


here last month were not in the printed 


convention of 


program. These were the pre-conven 
tion and ex-convention caucuses af 
which association constituents discussed 
the building and financing proposals 
of the American Hospital Association, 
and the relationship of A.H.A. to its 
western members 

The western states have been neg 
lected by A.H.A., Alfred E. Maffly, 
president ot the Association of West- 
ern Hospitals, reported at one pre-con- 
vention pow Wow 

Only 17 Westerners were appointed 
to A.H.A. council and committee posi 
tions this year, out of ? available ap 
pointments, he said; yet on the basis 
of geographic membership strength 
and financial support, there should 
have been 78 Western appointments 

We refuse to believe that the ma 
jority of smart people in the hospital 
held are confined in the East, the Mid 
lle West, or the South,” Mr. Maffly 
declared. “In fact, we're convinced the 
West includes many of the outstanding 
leaders in the American hospital pi 
ture, and that A.H.A. has long over 
looked our great reservoir of eager and 
competent leadership. It is our opinion 
that Westerners have been ignored be 
cause we are farther away trom the 
center of activity and have been easily 
forgotten because we have not le 
manded recognition 

Following the Caucuses and discus 
sion with A.H.A. officers and_ staff 
members attending the convention 
most of the Western delegations indi 
cated they would seek some modifica 
tion in the size of the proposed A.H.A 
headquarters building and the proposed 
campaign for contributions from in 
dustry 

The sentiment here is for abandon 
ment of the fund raising drive except 


for foundations and national corpofra- 
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Western States Ask for Recognition in A.H.A. . . . Mid-Westerners Hear Plea for 
Christian Charity in Hospitals . . . Tol Terrell Urges Amendment to Hill-Burton 


at Texas Convention . . . Role of Administrator Outlined by Raymond P. Sloan 





Western States Seek Recognition in A.H.A.; 
Hromadka Is Named New President-Elect 


tions,” a Western delegate reported 
and for the headquarters building to 
include about seven or eight stories 
instead of 17. The 50 per cent assess 
ment is all right, because it still takes 
money 

With approximately 3500 registered 
the convention itself got off to a fast 
start with some sharp words at the 
opening general session from a Los 
Angeles psychiatrist. Dr. Edward Stain 
brook, director ot the department ot 
psychiatry at Los Angeles County 
General Hospital, declared that hospi 
tal administration is a form of medical 
practice, and the most complex forn 
ot practice, since It necessitates use of 
the entire hospital as a_ treatment 
method 

The job takes an expert in both 


Continued on Pa 174 


Association Organized 

for Record Consultants 
CHICAGO The Association of 

Medical Record Consultants, organized 

here recently, will meet this month to 

adopt bylaws and membership revu 

lations, it is announced by Adaline ¢ 


, 
Hayden, associate editor of standard 


nomenclature of diseases and opera 


tions, American Medical Association 


The new group was formed to en 


courage the evaluation and improve 
ment of medical records and depart 
ments and to study efficiency of record 
keeping methods. Founders are Stephen 
S. Henkin, medical records consultant, 
Health 'nsurance Plan of Greater New 
York; Enna C. Black, chief medical 
record librarian, Hillcrest Medical Cen 
ter, Tulsa, Okla.; Edward T. Thomp 


son, coordinator of professional serv 


ices in the division of hospital facilities, 
Public Health Service, Washington, 
D.C.: Helen T. Culian, medical records 
consultant, Rochester Regional Hos 
pital Council, Rochester, N.Y., and 
Mrs. Hayden. 


Role of Administrator 

Told by Raymond P. Sloan 

At Cornell University 
ITHACA, N.Y The hospita 


ministrator Must provide effective lead 


‘ 
Add 


ership for community health and 
patient care, combined with business 
ike management of his institution 
Raymond P. Sloan, chairman of the 


Modern 
j 


board of directors of The 
Hospital Publishing Company, tol 


hospital officials meeting at Cornell 


University recently 


Mr. Sloan spoke on behalf of th 


Sloan Institute of Hospital Adminis 


tration, recently established in th 


Cornell Graduate School of Business 


ind Public Administration 


Hosp! {ministration is more 
omplex than almost an itl typ 
of management he said Compar! 


sons between hospital service and biz 
business, while juscifte tO a certain 
leygree, have tended to create false 


pressions 


pr 
Econom i pressure from rising 
costs and increasing demands have ré 
quire 1 cl it closer and more {t« 
supervision of Its I naycmen De 


provided the hospital. Yet it has not 
always been easy for businessmen 
serving on the boards of these instit 

cwons tO recoxniz thal {¢ is1Oons mM 


volving large expenditures cannot be 


{ 


influenced wholly by business stand 


ards They must be based on standards 
of good health and medical care 

Mr. Sloan criticized the “hit or miss 
methods” used in selecting those who 


would enter the hospital administra 
tion field and charged that inability 
to handle people was the main weak 
ness of ineffective administrators 
The institute's threefold program 
of a graduate curriculum leading to 
the master’s degree, research studies 
in the application of administrative 
theory and practice to the hospital 
field, and short courses for adminis 
trators and board members also was 
discussed by Mr. Sloan, who ts chair 
man of the advisory council of the 


institute 
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Popular Price KC Series in 13’’, 15’, 17’, 19’, 21” sizes. 


#) General noorcears, we. 


See 


—_— 


first see General rroorcra 


new floor maintenance machines - then decide! 


& 


- § 


ft’s Amazing 














WE'RE SURE that when you've seen the truly new and 
revolutionary GENERAL KR DeLuxe Machines, with more 
features than you can count... (another First in America’s 
Foremost Line of Quality Floor Machines), you'll find now, 
as always, GENERAL FLOOR MACHINES CANNOT BE 
OUTDONE! 


THESE OUTSTANDING QUALITIES MAKE GENERAL THE 
“‘PACE-SETTER” IN THE INDUSTRY! 


PRECISION ENGINEERING 

RUGGED CONSTRUCTION 

MAINTENANCE-FREE OPERATION 

MANY LABOR-SAVING FEATURES 

PERFECT BALANCE — LOW CENTER OF GRAVITY 

ALL CORROSION-RESISTANT POLISHED METALLIC SURFACES 





EACH MACHINE PAYS FOR ITSELF WITHIN A YEAR! 








Whatever Your Floor Need... GENERAL-ize! 







421 Hudson St., New York 14, N. Y. 


World's Most Complete Line of Floor Machines 


For Home, Industrial and Institutional Use 


| 
| 
| 
| 
| 
| 
| 
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General's New 






KR DeLuxe Machines 


with These New 
PLUS Features! 


1, EZEE-ADJUSTO HANDLE 
— fully adjustable for 
space-saving storage, for 
height of any operator, or 
for pivotal operation. 

2. EZEE-ROLL WHEELS — 
two 6” wheels, with semi- 
pneumatic tires. 

3. WRAP-A-ROUND BUMPER 
— made of non-marking 
white rubber. 

4. AUTO-MATE SAFETY 
SWITCH—for right or left 
hand operation. 

5. NON-MARKIT grey rub- 
ber cord. 

Many Other Features! 


IF YOU ARE INTERESTED IN FLOOR PROTECTION THRU 
EFFICIENT FLOOR MAINTENANCE, MAIL THIS COUPON 


() Have Distributor call on us. 
() Send complete information, literature and prices. 





KR-14 — 15” diam.* 
operating brush spread 
KR-16 — 17” diam. 
operating brush spread © 
KR-18 — 19” diam. 
operating brush 
spread 
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Genera! ¢ 
Wet and Dry 
E-Con-0-Vac 


Cleaner 
Model 66 and 55 


N 












Commercial Vacuum 











COMPANY 

STREET 

city STATE 

MY NAME TITLE MH-6 
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Treat Patients With Christian Charity, 
Speakers at Mid-West Meeting Plead 


\ plea tor Chris 

featured the 
Mid 
\pril 


ror 


Kansas Crry, Mo 
tian charity in- hospitals 
opening day of the 29th annual 


West Hospital 


Association here 


7 Speaking ata dinner meeting 


Sisters attending the convention, the 


Most 


Kansas City-St. Joseph diocese, 


Rev. John P. Cody, bishop ot the 
said that 
institutions become liteless when char 
itv is taken away 

becomes not 


Then the institution 


in many cases, but a deficit,’ 


lared We 


hat We 


must remind oul 
are not running hospi 
ls tor ourselves Let us measure OUI 
success not 1n material vain or in tech 
— 1 skill. | i tel 
noovical SKill, Dut in love of our fel 
low man.” 


Even in technological terms, hospi 


ils are not doing as well as they should 
be doing, Dr. David Littauer, executive 


lirector of Jewish Hospital, St. Louis, 


told the convention. For example, 


standards of the Joint Commissic: 


Hospitals should 


on Accreditation of 


be considered as true stan 


dards, tar below the 


DUAN 


optimum achie ve 


ment all hospitals should strive for, 


Dr. Littauer said 


It an autopsy ratio of 1D or 


cent indicates good pertormance, 


or 7> per cent should be the goal, he 


urged. Similarly, hospitals should con 


duct preventive medical programs, edu 


auion programs, and research to a 


much greater extent than is practiced 
at present 


“In the past, too much emphasis 


has been placed on quantity rather 


than quality mn determining standards, 


Dr. Littauer told a medical record |i 


rarians meeting. “As we advance 


toward soundly established standards 


of quality, the job of the medical rec 


. a8 "1 
ord librarian will become more com 


plicated, which in turn will require 
higher standards of tu uning and 


edu 
cation for librarians 

\ record breaking crowd ot more 
2500 administrators, assistant ad 


and 


than 


munistrators, other hospital per 


sonnel attended the convention, 


The 


disc ussions 


delegates heard papers and 
by leading authorities on 
such diverse topics as disaster planning, 
personnel shortages, the hospital of the 
future, and the development of hos 
pital-community relationships 

Local disasters are not separate hos 
pital challenges but must be planned 
against together, was the theme devel 


oped by Dr. Curtis H. Lohr, St. Louis, 
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M. Mau 


t 


described 0 


at the opening session. Sister 


Blackwell, Okla., 


the association the tornado which de\ 


relia, 
istated that town in 1955. 

Local hospitals that plan work co 
operatively on community needs are 
the key to health progress, and a city 
with hospitals that avoid costly duphi 
cation of service, that plan together 


tor unhlled needs, such as care of 


the elderly, will get the community 
at least cost, Tol Terrell, 


AEA, 


job done best 


president elect of the told the 
opening meeting 

In a projection of hospital services, 
Mr. Terrell said hospitals are becoming 


Continued on Page 170) 


University of Washington 

Will Establish Course in 

Executive Housekeeping 
SEATTLE.—A 


executive housekeeping has been ap 


four-year course in 
proved by the University of Washing 


ton here for inclusion in the school 
of home economics, it was announced 
last month 

The course, which was promulgated 
by the Puget Sound chapter of the 
National Executive Housekeepers As 
sociation, with the approval of the 
board, will be 
fall, 


bachelor’s degree in institution admin 


national Open to stu 


dents next and will lead to a 


istration. Subjects to be covered in 
the four years include English, health 
education, chemistry, textiles, sociol 
ogy and psychology, economics, per 
sonnel management, purchasing and 
material management, work simplifi 
cation, institutional management, foods 
and nutrition, home furnishings and 
child care, and speech, among others 
Following graduation, students will be 
expected to serve an internship simt 
lar to that offered to students of hos 
pital administration 

With a degree course in executive 
housekeeping established at the Uni- 
versity of Washington, the N.E.H.A 
has tentative plans for instituting simt 
lar courses in other state universities 
and colleges, according to Madge H 
Sidney, director of housekeeping, Doc 
tors Hospital, Seattle, and co-chairman 
with Lillian LaChappelle of the Puget 
Sound chapter's education committee 
A nationwide publicity and recruit 
ment program is also in progress, Mrs 


Sidney stated 


Hospitals’ Immunity for 

Medical Negligence Voided 

by N.Y. Court of Appeals 
ALBANY, N.Y.—A 


ing New York hospitals immunity for 


rule of law giv 


medical negligence of their employes 


was reversed by the State Court of 
Appeals here May 16, according to a 
Ne i Y ork The 


ordered a new trial of a damage suit 


limes report court 


brought by a Brooklyn woman against 


her physician and St. John’s Episcopal 


Hospital, Brooklyn 
The woman was burned during an 


Operation. A state supreme court jury 


awarded her $2500 damages against 


her physician and $12,500 against the 
hospital, but the appellate division dis 


missed the case under the nonliability 


rule 


Associate Judge Stanley H. Fuld 
the court of appeals pointed out that 


the liability of a hospital for injuries 


suffered by a patient through negli 


has depended on whether the 


was “administrative of 


Pence 
negligent act 
(New York hospitals have 
held liable for 


thei employe Ss 


medical 


for some years been 


administrative acts of 


That dithculty has long plagued th 


courts,” the judge said, “and indeed, as 


consideration of a few illustrative Cases 
reveals, a consistent and clearly defined 
distinction between the terms has 
proved to be highly elusive 


make 


cannot help but cause 


Attempts to distinctions im 


acts of liability 
confusion, cannot help but create doubr 
and uncertainty,” he said Hospitals 
should, in short, shoulder the respons! 
There 


bilities borne by everyone else 


is nO reason to continue their exemp 


tion from the universal rule of re 
(pondeal supertor 

Five of six other judges agreed with 
Judge Fuld. But Chief Judge Albert 
Conway said he concurred in ordering 
because the act of negli 


a new trial 


gence in the case was “administrative 
He said the court should “stop there 
in its findings and not go on to over 
rule the doctrine exempting hospitals 


from liability 


Grants to Three Hospitals 
New YORK. 


been announced as the principal bene 


Three hospitals have 
ficiaries Of a recent grant from the 
William J. Wollman 
Given $1 million each were New York 
Medical 
for a children’s pavilion; Lenox Hill 


Foundation 


University-Bellevuc Center, 


reconstruction, and 


Hospital, for 
Mount Sinai, for a psychiatric pavilion 
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Natural Fog —for respiratory tract disorders 
a supersaturated humidity, a prescribed temperature, and still a COOL, DRY patient 


One doctor called it “air conditioned” humidification. Air conditioned humidification or 
‘Natural Fog,” the indisputable fact remains that the Melco “Natural Fog” Generator 
is producing in an entire hospital room the therapeutic humidification that physicians 
have long desired. 


The Melco “Natural Fog” Generator DOES provide a supersaturated patient atmosphere. 
It DOES enable the physician to prescribe temperature between 68° and 85°F. Ir DOES 
supply moisture in therapeutical size. It DOES all of this without precipitation. 

The Melco “Natural Fog’ Generator increases the amount of moisture available for 
therapeutic purposes. And produces supersaturated humidity at a temperature that is 
comfortable to the patient. This patient comfort, according to many physicians, contributes 
significantly to continuous and uninterrupted high humidity therapy. From a physiological 
point of view, a lower metabolism is maintained than in the high temperature of the 
old fashioned steam room. 


These then establish the clinical utility of ‘Natural Fog” ... “conditioned humidification” 
.as a therapeutic tool. 

Any of the above statements can be verified by the hospitals which have installed a Melco 

“Natural Fog” Generator. A list will gladly be forwarded on request. 

(MPORTANT 


Without obligation, we shall send you complete information and prices, medical reprints 
and a list of hospitals using the Melco “Natural Fog” Generator. Write Dept. 102. 
Medical Equipment Division. 


MELCHIOR, ARMSTRONG, DESSAU CO. RIDGEFIELD. NEW. JERSEY 


OF DEL.. INC. 





Amend Hill-Burton to Provide for Renovation, 
Tol Terrell Urges Texas Hospital Association 


HOUSTON, TEX W. P. Earngey 
Jr.. administrator of Harris Hospital, 
Fort Worth, was named president-elect 


ot the Texas Hospital Association at 
its 28th annual convention here May 

Incoming president is the Rev. Bol 
ton Boone, administrator of the Meth 
odist Hospital of Dallas. Other officers 
president, Sr. M 


named were VICE 


Annella, administrator of St. Ann Hos 


pital, Abilene; treasurer, F. S$. Walters 





Jr.. administrator of Northwest Texas 
Amarillo, and trustee, Ted 


Me thodist 


Hospital 
Bowen, administrator 
Hospital Houston 
Meeting concurrently were the Texas 
Catholic Hospitals and 
} 


assoc la§vlec y u aUuXIIaries, Meal 


Conference 


rse anesthetists, 

Operating = roon irses, purchasing 
gents, and hospital chaplains 

Tol Terrell, president-elect of the 


American Hospital Association, urged 


‘ 24 
Sa 


~ 


> 
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Non-Hazardous septic 
surgical cleanup 


Septic instruments direct from 


surgery are thor- 


oughly and safely rinsed, scoured, sterilized and 


flash-dried in fifteen minutes 


immediate use or 


storage. Post-operative instrument technique is_ re 


t 
st 


duced to a complete. one 


ep 
|). 


automatic Operation 


in which there is no contact with contaminated in 


struments 
The Castle “200” 


Automatic 


Washer-Sterilizer 


unit is instantly converted to a Hi-Speed Emergency 


Sterilizer. 


Quick-heating Monel single wall construction with oe 


push-button cycle control (manually controlled unit 
also available) and the Castle Dual Lock Safety Door 


are exclusive Castle features, 


Write jor descriptive folder. 


WILMOT CASTLE COMPANY 
? Last Henrietta Road « Rochester, N.Y 


LIGHTS AND STERILIZERS 


an amendment to the Hill-Burton Act 
to provide for low interest mortgage 
loans for renovation needs. “In many 
hospitals, there are needs to the extent 
in others there 


of improving tacilities 
are entire sections that need rehabill 
tating and renovating physically,” he 
said. “In my opinion, the renovation 
needs exceed the need for additional 
hospital beds 

A. J. Swanson, president of — the 
American College of Hospital Admin- 
istrators and chairman of the Ontario 
Hospital Service Commission, Toronto, 
praised a two-year nursing curriculum 
now operating in Canada as a means 
of reducing the nurse shortage. Two 
years of schooling and a third year of 
internship have given Toronto West- 
ern School of Nursing a surplus of 
candidates each year and resulted in a 
higher rate of retention of students, 
Mr. Swanson said. Using the third year 
for internship guarantees a pool of ex 
cellent nurses, he said More and morc 
Canadian schools are instituting the 
two-year curriculum, he added 

Mr. Swanson also described the On- 
tario health plan, which combines in- 
surance coverage and federal subsidy 
Recent legislation allows individuals to 
buy hospital insurance subsidized by 
the Canadian government, he said. Un- 
der the plan the patient is given hos- 
pital care and, in return, is assessed a 
premium similar to private plans 


The responsibilities of the doctor, 


trustee and administrator were dis- 
cussed by Everett W 
consultant and technical adviser to The 
MODERN HospitTaAL; Dr. James D 
Murphy, past president of the Texas 
Academy of General Practice, and Ray 

j 


mond P. Sloan, chairman of the board 


Jones, h« spital 


of directors of The Modern Hospital 
Publishing Company 

Dr. Murphy, discussing the trustee, 
urged that economies be made in ex- 
penses other. than the administrator's 
salary. Trustees must pay a salary high 
enough to attract and hold a_ high 
grade executive, he said 

Eleven areas in which a doctor has 
responsibilities toward the patient and 
the hospital were outlined by Mr 
Jones The doctor must consider how 
his handling of the patient in the office 
affects credit and collection problems 
and the patient's attitude toward the 
medical profession and hospitals in 
general, he said. The physician 
should have a thorough knowledge of 
hospital facts and be accurate in giving 
these facts to patients, their relatives, 


and the public, he added 
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Of the many things that can be said about an Oxygen 
Regulator—here are the points that really count: 


Simplicity of operation 
Safety 

Durability 

Universality of use 


There is one simple control valve. 
There is the strength of metal where 
it’s needed to assure years of 
dependable service. 

There is a pressure compensated 
flowmeter which gives accurate flow 
readings regardless of the administering 
equipment used with it. 


Flowmeter available separately 
for Piping Systems. Write 

for additional literature on 
Oxygen Therapy Equipment. 


You pay no more 
for the very best when 
you insist on Puritan 
Oxygen Regulators. 


sk 
uritan 


SINCE 1913 


COMPRESSED GAS CORPORATION 
KANSAS CITY 8, MO. 


PRODUCERS OF MEDICAL GASES AND GAS THERAPY EQUIPMENT 
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Objective Student Counseling Stressed by 


ue for Nursing Speakers 


CHICAGO.—Nurse recruitment must 
ere eate S ore nan a publicity 
pre tT r nursing as a 
é pane f six speakers told 
National League for Nursing conven 
¢ ciegates 1¢ ist ontl 
\ ) lelegates ended, with 
nother 2300 meeting tor the Nati 


Student Nurses Association 
Objective counseling, be for pros 
t 
> tents OSC iread\ 
nursing s WIS, and Of 


Hil’ ZIMMER 


OCTAGON ALUMINUM 
SIDE ARM TRACTION FRAME 


} 


ganized activities to let each comn 


nity know what nursing education 
facilities exist are the key jobs facing 
nurse recruitment workers in the fu 
ire, panel members said 

Mrs. Robert M. Jones, chairman of 
he Washington state careers commit 
ee, said that students 1 st be guided 
into the types of ¢ jucation programs 
hat will prepare them for their con 
ng job responsibilities Two-thirds 
f odav’s nurses work B| y witl 


Attaching simply to the springs of the bed, 
the new Side Arm Traction Frame eliminates 
the need of keeping the potient stationary 
while in traction. With this new frame the 
back rest of the bed can be raised or 
lowered, yet the traction remains unchanged. 

This new frame may also be fastened near 
end of the bed the 
leg or foot 


the for traction on 

As this Side Arm Frame is assembled from 
component parts No. 640 Overhead 
Frame, all that is required if the hospital 
already has a No. 640 and a No. 641 frame 


of our 


is one No. 908-01 Base Clamp Assembly 
eed 
 % 
{ ~» 
NO. 908 SIDE ARM E f 
TRACTION 4 
ASSEMBLY a / 
CONSISTS OF 
1 908-1 Base Clamp Tp 
Assembly / 
1 908-03 27” J off 
Traction Arm a 
(1 640-3B 27” Traction 
Arm may be used) 
1 640-3A 36” 
Traction Arm a 
1 640-3D 9” bi 
Traction Arm FIRM, NO-SLIP ANCHORING 
3 640-4 Pulley & Th ' 4 
e octagon clamp provides 
Clamp Assembly firm anchorage of cross arms 
(No cords or without marring tubing 


weights furnished) 


TOGGLE CLAMPS 


as used with the complete 
640A Octagon Aluminum 


overhead frame 





#)- 
i 














ZIMMER MANUFACTURING CO. * WARSAW, INDIANA, U.S.A. 
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tn Canada Available through selected surgical supply dealers or through our 


Agents, Fisher & 


pe, Ltd 


some 


there ts 


w he r¢ 
Onc 


pendently, supervise 


patients 


Vision third work more 


othe rs, teac! 
administer service,’ sh 


If this 


nursing 
latter 


third are to be pr 


pared for the responsibilities they must 


carry, Career promotion for nurses n 
look farther for ‘college material’ and 
while increasing the n ber of 5s 
ents who enter diploma programs 
help to guide a larger proportion of 
applicants into basic programs 

that will stare them off witl ( 
bachelor’s devrees she said 

Martha Eisele, director of guidan 


and counseling in. the 


= 
+f 


University of 


nursing, 

f Medicine, said that if a nursing 
student is given the rigl nfluence 
she will find the educational tools t 






she is made to feel guilty, on the other 
hand, for even considering anything 
but bedside nursing, a natural zest for 
administration or teaching can be 


she Sal 


killed easily, 


Ihe extent to which che 


of basic «¢ 


ation nul 





diploma and baccalau legre¢ 





must expand was indicated in a study 


titled “Nurses for a Growing Nation, 


which was issued at the convention 

Relating educational patterns in 
nursing to the job responsibilities of 
professional nurses, the st idy reported 
that nurses who work under super 
vision, such as bedside nurses in hos 
pitals or doctors’ office nurses, train 
In diploma and associate degree pro 
grams. This group comprises 67 per 


ent of the professional nurses in 


active nursing jobs 


The remaining 33 per cent who be 


come head nurses, public health staff 


nurses, teachers, administrators and 


supervisors prepare initially in bac 


calaureate degree programs, the study 


reported. The nurses in this group 


who go on to top leadership positions 
undertake graduate St idy 


From a present 430,000 professional 
nurses, or a ratio of 258 to every 100, 


need 


nation will 


by 1970 to 


000 people, the 


600,000 increase 


nurses 


the ratio to 300, and 700,000 nurses 
to raise the ratio to 4350 

If nursing continues to attract its 
present proportion + per cent—of 


girls, the profession 
can expect the 300 ratio by 


1970, the study pointed out. However, 


the college age 


to reach 


a national goal of 350, already reached 
States, can be at 
1600) 


or exceeded by six 


(Continued on Page 


The MODERN HOSPITAL 















hepatitis-free blood plasma substitute: 


PLAZMOI 


Plazmoid is purified 
gelatin in isotonic solution 
of sodium chloride. It 


parallels plasma in colloidal 


osmotic effects, yet is 
much less expensive, and 
free of the possibility of 
transmitting serum jaundice. 


Available 
in bottles of 500 cc. 





@TRAOEMARK REG. U.S. PAT. OF 
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Reduce patient calls 


with Honeywell Bedside 


Temperature Control 





Saves steps for busy nurses © Provides better therapy 


More comfort for your patients 





ONEYWELL Bedside 
Temperature Control 
gives your patients finger- 
tip adjustment of their own 
personal comfort. It frees 
your nurses from ‘‘chamber- 
maid chores” such as open- 
ing and closing windows, 
carrying blankets from the 
] 


storeroom, and refilling hot-water bottles 


les 


Bedside Temperature Control also provis 
a saving in fuel costs by eliminating heating 
waste. It allows physicians and surgeons to 
‘prescribe’’ exact room temperatures to help 


speed patient recovery. With the “bedside” 


installation, the beautiful new Honeywell 


Round thermostat is mounted for finger-tip 


adjustment by the patient. In 2-bed rooms 


it is mounted between the beds where tem- 
perature can be adjusted by either patient 
Specify Honeywell Bedside Te mperature 
Control for your new hospital or addition 
Also available for your existing bedrooms 
at costs as low as $87.50 per room*. No 
tearing out of walls or redecorating is neces- 
sary. For more information, call your local 
Honeywell office now. Or write Honeywell, 
Dept. MH-6-26 


Minneapolis 8, Minnesota. 


ith Avenue, South, 


Honeywell 


Hospital Room Temperature Controls 


HONEYWELL 
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POM Me Windows 


the modern 
hospital treatment 


@ Provides the right 
ventilation for any 
weather condition. 
@ Improves nursing 
and hospital morale 
@ Adds years of 
maintenance — free SCS aNd auxiliary Workers increas 
life to buildings. their numbers by per cent fron 


tessional 


ranks 


~~ — = me 
- 


Children’s Hospital 
Buffalo, N.Y. 
James Meadows & Howard; Architects 


The tight weatherstripped and interlocking con- 
struction of Fleetlite windows stops drafts, dust, 
noise, rain and snow for extra comfort. Double 
window design provides the insulating air space 
that saves heating and air conditioning costs and 

permits indirect ventilation during rainstorms 

Fleetlite windows never need painting or puttying 

Save maintenance costs. 

Other Fleetlite products of comparable high quality 

include Double Horizontal Sliding 

Windows, Sliding Glass Doors, Jalousie __;. ses Tay 


the inside for 


Windows and Doors. dst te 


43 
A 
Fleetlite w indows 


TILL eam ee : Left, new president of the New Mex- 
® Pp 





Send me complete information on 


Please have a representative call. ico Hospital Association, Roy H. Tur- 


FLEET OF AMERICA ley, administrator of Espanola Hospital, 


INCORPORATED = Espanola, accepts the gavel from 
Ray Woodham, outgoing president, 


1951 WALDEN AVENUE etal : 
administrator of Presbyterian Hospital 


BUFFALO 25, NEW YORK 
Center, Albuquerque. The 12th annual 


Manufacturing Aluminum Windows Since 1926 , : convention of the association was held 








in Albuquerque from March 11 to 13. 
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Standard. of, all Componizon, 
STAINLESS STEEL” 


avs 1 th i | ( REFRIGERATORS 


INSULATION: Semi-rigid FINISH: Exterior front and ends stainless 
Fiberglas 2!/, lb. density, steel No. 4 finish. Remote models available 
3" thick in walls, 35" with white porcelain and self-contained 
thick in doors, protected models with white baked enamel exterior. 
with 3-ply vapor barrier Interior lined with stainless steel 20 ga. No. 
paper sealed with asphalt 4 finish. Also with white porcelain interior. 
compound. 


DOORS: Heavy duty 
construction. Exterior 
edges rounded on !/," 
radius. Grease resistant 
extruded neoprene gas- 
ket door seal. Door liners 
are sanitary one-piece & 
construction. 


BREAKER STRIPS: Door 
openings lined with odor- 
less, polished Bakelite 


breaker strips, !/g"' thick, 
edges rounded. 





COILS: Oversize cooling - 
surface area. Air drawn 
in by fan and discharged 
out the bottom through 
integral louvered drip 
pan for a minimum tem- 
perature difference from 
top to bottom. Coil 


housing is aluminum. eevee 


iit 
CONDENSING UNIT: 

Accessible, hermetic, 

heavy-duty type. Proper COMPRESSOR COMPARTMENT: Re- 
balance with cooling coil movable access panel with maximum ven- 
for 12° T.D. between coil tilation openings for efficient cooling. 
and inside cabinet tem- Large compartment for greater air circu- 
peratures. Trouble-free lation and lower ambient temperature. 


f in busy, hot , 
orga ii iii DRAIN: Depressed gutter with cast brass 
; cleanable drain trap. 





*Also available with white enamel finish 
Choose from HERRICK'S complete line of 
REFRIGERATORS ¢ FREEZERS ¢ WALK-IN COOLERS 


MODEL TSS66 MODEL SS40FP MODEL 888SS 


HERRICK REFRIGERATOR COMPANY @¢ Waterloo, lowa 


Dept. M, Commercial Refrigeration Division 
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CONSTRUCTION: All corners on 
front vertical and top front and 
ends rounded I|!/,"' radius. Interior 
corners rounded |/,"' radius. 


LIGHTS: Interior lamps on vertical 
mullions controlled automatically by 
door switches. 


HARDWARE: Heavy 
cast brass chrome 
plated. Surface type 
hinges, 6!/,"' strap ball- 
bearing type. Latches 
automatic. Adjustable 
strike and padlock eye. 


| SHELF SUPPORTS 
-AND STANDARDS: 
| Polished stainless steel. 

1/"' adjustments in ht. 


SHELVES: Heavy 34" 
frame round wire con- 
struction with cross- 
wires. No. 10 gauge. 
Electro-welded, bright 
zinc with baked lacquer 
finish. Also available in 
stainless steel round 
wire construction. 


TRAY SLIDES: (Avail- 
able in place of shelves). 
Angle type in |6-ga. 
stainless steel, welded 
to vertical support 
angles and removable 
in sections for cleaning. 





— - Typical Installations -— - 
HERRICK Refrigerators are 
Performance Proved at: 
Milwaukee Hospital 

Milwaukee, Wisconsin 


Hurley Hospital 
Flint, Michigan 


Shreveport, Louisiana 


Allen Memorial Hospital 
Waterloo, lowa 


Mercy Hospital 
Laredo, Texas 


Grady Memorial Hospital 
Atlanta, Georgia 


Toledo Hospital 
Toledo, Ohio 


| 
| 
| 
New Schumpert Hospital | 
| 
| 
| 
| 
| 
| 
| 








Study of Conditions 


at Bellevue Hospital 
Results From Criticism 





















Research Institute with municipal 
funds as a part of the department of 
health. They had agreed that a mod- 
est enlargement of the institute was 
necessary but objected to the diversion 
of city funds to a seemingly large re 
search project when the money could 


{ 


be used in the hospital department 


to improve existing facilities, it was 
reported 


Dr. Dickinson W 


f Bellevue’s division of the Columbia 


Richards, head 


University College of Physicians and 


i + 


Surgeons, reacted to the proposed ex 


pansion by stating that good medical 


research necessitated good medical 


ire of patients and that, if the money 


were used in this way, research funds 


UNIVETSITICS 


tne Various 
nd research institutions would be 
valuable 


The medica 


versity and New York University als 


| schools of Cornell Unt 


I thliaced with Bellevue 
Dr. Ricl is charged that over the 
st Q years the hospital had been 


hamefully neglected” by the city and 


should be rebuilt He isserted that 
he ity did not. furnish adequate 
physical facilities or suthcient person 


medic In 


ind that shortages of 


and nurses hampered med 


greater quantities than ever before 


and by purity 


be fi re consicde re d possible. 


Barnstead, the oldest manufacture: 
provide you 
from 12 to 80 


f water stills, can 
tilled water 











In These Leading Hospitals 
BARNSTEAD Water Stills 


jg e , with expansion of cen- 
tral supply activities, flasking 
of distilled water for surgery, and 
new blood techniques, the modern 
hospital requires distilled water in 


standards never 














His charges were promptly 


ical care 


denied by Dr. Jacobs, who becam« 
commissioner of hospitals in January 
On May 1, Dr. Jacobs toured Belle 
vue and said that he had found ‘cer 
tain plant inadequacies” which were 
being corrected and that “patient care 
is very good.” He again denied short 
ages of medicine and added that em 
ployes were constantly being added to 
the statt. He also emphasized that on 
April 25 the city board of estimate 
had authorized $85,000 tor a study 
by architectural consultants to deter 
mine what buildings needed rebuild 
Ing or renovation 
Bellevue House 
Staff Council, representing 490 interns 
backed Dr Richards 


completely corres an 


The same day the 


and residents 
charges as | 
if anything, conservative 

Support came also trom New York 
University in the person of Dr. Georg 
E. Armstrong, vice president for me 
ical aftairs. Dr 
that the N.Y. medical faculties en 
dorsed Lr 
Said 
the StOp Rap (cn pe riziny precen ¢ il 
repairs of the outmoded hospital build 


ings and provided both a con 








gallons per hour... and so pure, 
so completely sterile and py 
free that it will meet all of your 
exacting intravenous, surgical, and 
blood plasma need 

Barnstead Stills are also available 
in still and tank combinations, with 


manual and full automatic con- 


trols, accessories, and in series for 


Double and Triple Distillation. 
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reconstruction of Belles including $32 million tor Bellevue vave it 48 hours in which to study the 


together with provisions for essential Construction of four new city hos situation and make recommendations 
modern patient care and laboratory pitals made it necessary to restudy to him 
servicing Bellevue’s needs, it was reported. The The committee's report, which 1n- 
Two day iter the {if t t tl lepartment asked for $100,000 two cluded the plea tor funds in 1958, 
years ago for an architectural study, but asked that adequate physical facilities 
tion was deferred because of recom be prov ided as soon as possible and 
nendations made by the Hospital upheld the medical staft's complaints 
Council of Greater New York follow that laboratory facilities and personnel 
ing a survey of hospital needs in lower were inadequate. The mayor report- 
Manhatten, the committee stated edly indicated that the board of esti- 
In June 1956, the board of hospitals mate would act promptly to remedy 
sked that immediate steps be taken the latter condition, without waiting 
to “proceed with the study and prep for completion of physical improve- 
iration of plans and designs for the ments 
replacement and reconstruction — of He also stated that delays in recon- 
Bellevue Hospital Center struction were the result of direct 
Early this year, Dr. Randolph A advice given the board of estimate 
Wayman, supervising medical super by the board of hospitals and other 
intendent of Bellevue and a city ofh medical experts 
his 1956 annual report, After the report was issued, five 
which he said: “In comparison t lay committees working at Bellevue 
r instituions of the municipal wrote to Mayor Wagner supporting 
Bellevue structures are abso the charges made by medical leaders 
antiquated. A new up-to-date and urging him to announce publicly 
is wqnatts needed This what the city will do to improve con- 
report also spoke of decrepit build ditions “and when 
ings, a shortage of nurses, and other The amount reportedly to be sought 
leficiencies by the department of hospitals for 
On May 8 the board of hospitals modernization would be set by the 
et with the mayor. At this time he architectural consultants. Estimates vary 


isked for the special committee and from $40 to $75 million 


Produce the Purest Lee Merit Hospital St, Oat Hospital 


J 2 ) - Wi t a e Cross County Hospital St. Margaret's Hospital 
| Y) Ode i i } CE / a @) Yonkers, New York Montgomery, Alabama 
e e e 

Barr Hospital Notre Dame Hospital 
, wag p Wat Ukiah, California Lynch, Kentucky 

eve) oul ine ate? re 
sie odin eel acl Write for NEW nme St. Agnes’ Hospital Lockport City Hospital 

pete? <5. See ee eee HOSPITAL CATALOG H Fond Du Lac, Wisconsin Lockport, New York 


| 
Ip 
| 
ye | 
keep expansion in mind, Barnstead The Latest Word in | 
| Winter Haven Hospital Holy Cross Hospital 
| 
| 
| 
| 





ipply you with the correc PURE WATER EQUIPMENT Winter Haven, Florida Salt Lake City, Utah 

ill to fill all of you Bedford Health Center Crossett Health Center 
is. In the central supply, in the Brooklyn, New York Crossett, Arkansas 

Girard General Hospital Union Health Center 


in the solution room, Barnstead 
: ‘ Girard, Kansas New York, N. Y 


and operating room - specif) “0 
Barnstead for the purest, sterile STILL & STERILIZER CO | Chester Hospital State Home Hospital 
pyrogen-free water obtainable. *1 Lanesville Terrace, Boston 31, Mass ; en: Se 
| Arab Hospital Scott County Hospital 
Arab, Alabama Oneida, Tennessee 
. Francis Hospital Orange County Hospital 
Milwaukee, Wisconsin Orange, Texas 
St. Joseph's Hospital General Hospital 


London, Ontario, Canada Valdez, Alaska 


+ 

| 
I 
sl Lakewood Hospital General Hospital 
1 

| 

| 





Morgan City, Louisiana Annapolis, Maryland 
Dixie Hospital Ayden Clinic 
Hampton, Virginia Ayden, North Carolina 
| N. E. Baptist Hospital Liberty Co. Hospital 
| Boston, Mass Chester, Montana 
Calais Regional Hospital Blue Hill Hospital 
| Calais, Maine Blue Hill, Maine 
I st. Elizabeth Hospital Alexandria Hospital 
| Utica, New York Alexandria, Virginia 
| Greenwood Co. Hospital Mayview State Hospital 
Eureka, Kansas Mayview, Pa. 


| Hart Co. Med. Center Ill. Central Hospital 


: Hartwell, Georgia Chicago, Illinois 
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Where Electricity 
Must Not Fail! 





seccry ONAN 


STANDBY 
ELECTRIC PLANTS 






Onan engine-drive tand electric plants 
supply emerge! \ electr \ for lighting 
corridors, wards, operatil! ns, delivery 





rooms, rece 
areas; provide é i 
ing systems, ventilators, elevators, X-ray 
machines, ' 


other vital electrical equiy 


oxygen tent ispirat 






















With an Onan Standby Electric Plant, 
your hospital is as ed of electric power 
at all times for all essential re- 
quirements, safeguard patient ind 
personnel. Operat 1utomat When 
highline power s interrupted, itomatic 
controls start the plant and transfer the 
load When power 3 ore red, the Onan 
unit stops automat illy 
















Model 15HQ 
15,000 watts 





SIZES AND MODELS FOR EVERY NEED 


1,000 to 10,000 watts 
10,000 to 75,000 watts 


e Air-Cooled 
« Water cooled 


Available unhoused or with steel housing as shown 





Write for Folder 
on Standby Power 








Describes scores of standby models with 
complete engineering specifications and 
information on installation 











D. W. ONAN & SONS INC. 


Minneapolis 14, Minn 





3553 University Ave., S.E 





170 


Mid-West Speakers Plead 
for Christian Charity 


1€% From Pave LOO 
iltl ine ned i enter sel nh i 
I on t\ ither than just acutely 


their 


is 








( ites ( i MM 1\¢ 
( ‘ ded C on relation 
tart WwW th the admitting lerks, ind 
t } the itiel Wwe ire he ld 
! ith hen na tend to the pa 

( ( every n ploye i d tal 

emb speakers of he panel en 

| 1S1Z 

1} ure he pita im 2 d etl 

t ore ha na tas human 

I} ( hye irrange that th 


nN PEVCUEDETD EEK 
i\ ‘ I madimnys hy plan 
ny ba ! ie « ( he } inel 
( t¢ | ( 
Reassurance in i Vigy yr he yp te 
i worried patient than quicting drugs, 
inv mstances, the panel told the 


NEW OFFICERS 
Ni WW 





otheers elected by the associa 


) 


tion were: president, Bryce | Twitty, 
idministrator, Hillcrest Medical Cen 

Pulsa, Okl president-elect, James 
( Carr Ir administrator, Natrona 
County Memorial Hospital, Casper, 
Wvyo.: treasurer. Carlos J. R. Smith, 


idministrator, Helena Hospital, Helena, 
‘ 


\rk.; delegate-at-large, Herbert A. An 


derson, administrator, Lincoln General 
Hospital, Lincoln, Neb.; and trustees 
H. | Rice, Denver; Karey Fuqua, 


Lawton, Okla.; Richard Scruggs, West 
Memphis, Ark.; Mary 
nand, Salina, Kan.; Earl Ireland, Sheri 
| W yo.: Panhorst, St. Louis, 


dan, Harry 
and Paul Fineman, North Platte, Neb. 


Sister Ferdi 


Mrs. Margaret S. Barber, Kansas 
City, Mo., was appointed full-time ex 
ecutive secretary of the seven-state as 


Mrs. 


capacity the last 


sociation Jarber has served in 


the dual two years 


assistant at 
Kan., 


and part-time executive secretary of the 


ol part-time administrative 


Bethany Hospital, Kansas City, 


800 hospital organization. 


ind this 
sessed 
through 


pomted 





The way 











®@ Good 


to 













food is good public relations 


@ Patient food service represents almost 


a quarter of total hospital expense 


@ Meals-on-Wheels 


by c 
food 


reduces this expense 
utting labor costs— saving on 


waste 


For complete details write to 


a 






















| in 
SPITAY | SPEED 
$ \ and 


1 pANTS \ Quanity 
1 yNtFORMS * 







Meals-on Wheels 


7] SYSTEM 
7 DEPT. V 
5001 


KANSAS CITY 30, MO 


E. 59th ST 























TOPS 


FINISHING 


WRITE FOR COMPLETE 
INFORMATION TODAY 





2808 H Lyndale Ave. So., Mpls., Minn, 
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let { ) HOLD DOORS 


|) for these busy ames 





























a variety of silent, shock absorbing 


door holders for every hospital door 
. doors leading to patient, emergency, 
operating, utility, x-ray, supply rooms 


and diet kitchens—every door through which 





the busy staff must pass. 





GJ devices go into hold-open silently 
absorb the shock of a hard opening 
push. They hold the door securely and 
yet the door can be released easily 


with a firm push or pull. 





Let us send you this brochure of 


GJ hardware for hospitals—just write 





PRODUCERS, the trouble-free hardware 
cana £J Be sure it's GJe,, tenance people prefer ; 
27> ate eo , 4422 n. ravenswood avenue * chicago 40, ill. 
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“HOFFMAN 


but who the 
































BALTIMORE, MD. 
Allied Machy. & Serv. ( 


BIRMINGHAM, ALA 
United Machy. Corp 


Birm 4-8631 





BOSTON, MASS. 
Hoffman Machy. Dist 





' 
Commonwealth 6-1700 
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Equipment, /, know. 7 


heck io MICHOLSON ?” 


In Laundry, Dry Cleaning and Pressing Equipment, here’s what 
the NICHOLSON name on HOFFMAN equipment means to you 


inally chosen by Hoffman because of Nicholson’s 
know-how, adaptability of manufacturing fa- 
cilities, and 75 years of precision manufacturing 


WER since the W. H. Nicholson Company dry, Dry Cleaning and Pressing trades. . . orig- 
E acquired exclusive rights to production and 
distribution of Hoffman machines along with 
patents and trade names, some people in the 
trade Lave been asking, ‘““Who is Nicholson?” experience. Nicholson understands your require- 
ments and is fully equipped to provide you with 
the finest machines in the field. 

The Nicholson sales and service organization 
Here are the straight answers! is geared to your requirements ... to keep your 
plant operating on time, all of the time. 


and ‘“‘What’s going to happen to Hoffman 
equipment?” 


Under Nicholson, Hoffman equipment is mov- 
ing ahead! Nicholson is a leading manufacturer 
of steam traps, valves and specialty equipment, .-- and here's what this means to you! 
as well as metal partitions ee distributed 7 ee ee 
through offices in 98 principal cities. 

For more than two years Nicholson has been 
producing all Hoffman equipment for the Laun- 3. New fast parts service! 


2. New prompt maintenance service! 


A satisfied customer is our first interest 


ICHOLSON 


OF WILKES-BARRE, PA 





e ee Saties, service, parts ...available from your nearest Nicholson Distributor «© © © © «© #© @ e 


CHICAGO, ILL DETROIT, MICH KANSAS CITY, MO. MEMPHIS, TENN. OMAHA, NEB ROANOKE, VA. ST. LOUIS, MO. 


Machy. Co Hoffman Sales & Serv Corp. Hoffman Machy. Dist Atlanta Dist. Co Christy Equipment Co Havnaer Supply Co., Inc Hoffman Machy. Dist 


A. and £ 
Roanoke 4-3239 Central 1-2565 


Canal 6- 4066 Vinewood 3.0784 Harrison 1-1326 Jackson 5-1823 Atlantic 5573 

CLEVELAND, OHIO GREENSBORO, N. C. KEARNEY, N. J MOREHEAD, KY. | ORLANDO, FLA. ROCHESTER, N. Y. WASHINGTON, D.C. 

Cleveland United Equip. Tajiey Laundry Machy.Co. Hoffman Machy. Dist Hoffman Machy. Dist Atlantic Chemicals, In Hoffman Machy. Dist Standard Pressing Mach 

Co Inc. ; Broadway 4-1594 Kearney 3-2244 Morehead 302 Orlando 4-5047 Locust 2-5930 Co.. Inc 

on SAN DIEGO, CAL Hudson 3-3500 

DALLAS, TEXAS HOUSTON, TEXAS LITTLE ROCK, ARK. | NEW ORLEANS, LA. PHILADELPHIA, PA. Poe cauipment Co. 

Hoffman Machy. Dist Hoffman Machy. Dist Coffield Moore Co., Inc United Machy. Corp John G. Weingarten, Inc Cypress 5.4159 WATERBURY, CONN. 

Riverside 1-4497 Capital 7-8158 Mohawk 3-2400 Magnolia 3939 Garfield 5-2330 Hoffman Machy. Dist 
SAN FRANCISCO, CAL. Plaza 6-7271 

DENVER, COLO. INDIANAPOLIS, IND. LOS ANGELES, CAL. NEW YORK,N. Y. PITTSBURGH, PA. Laundry & Dry Cleaning 

Martin Machy., Inc Stovall & Associates, Inc. Paul C. Sink Co., Inc Hoffman Machy. Dist Hoffman Machy. Dist. Corp. Equip. Co 

Acoma 2-3696 Melrose 7-2567 Pleasant 9-1167 Oregon 4-115] Hiland 1-1480 Underhill 1-7212 


W. H. NICHOLSON AND CoO., General Sales Offices—12 Oregon Street, Wilkes-Barre, Pa. 
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Hospital cuts 
towel costs 


‘] IS % with 


Mosinee 


i Torn-Jowls 


A SOUTHERN hospital* with over 400 regular employees re- 
placed the cloth towel service in their washrooms with 
Mosinee Turn-Towls. The net result: Turn-Towls’ higher absor- 
bency plus Turn-Towl cabinets’ controlled dispensing reduced 
the cost of their towel service 18%. 

What's more, doctors, nurses and other hospital employees 


report that Turn-Towl service 
is more sanitary and more flex- ws aera ety IIE 


ible than cloth towels. 
Mosinee Turn-Towls can 

BAY WEST PAPER CO. 

1118 West Mason Street 


give you these savings, too, and 
at the same time, improve your 

GREEN BAY ® WISCONSIN 
Division of Mosinee Paper Mills Co, 






















service. Write us for the name 
of your Mosinee Towel Distri- 
butor. *name on request 
































POTTER Slide Fire Escapes 


Do provide a safe and quick means 





of exit in an emergency. This has been 





proven in 30 instances in which they 





have been successfully used under ac- 





tual fire conditions. 






Adaptable to all types of occupancy 





and for installation on the interior as 





well as the exterior. 






Return the coupon below for informa- 







tion and a representative if desired. 





Tubular Type 





Spiral Type 






Tested and Listed as Standard by Underwriters’ Laboratories, Inc 





POTTER FIRE ESCAPE COMPANY, CHICAGO 45, ILL. 


[ | Mail copy of new catalog. 
[_] Have fire escape engineer call with no obligation. 








Submit estimate and details on escapes. 





Signed 






Address 






City ‘ 








Western States Seek 
Recognition Within A.H.A. 
Continued From Pa 158 
medicine and social science, Dr. Stain 
brook said, because tension and un 
easiness in a hospital are quickly con 


{ can becom 


municated to patients an 
a part of their illness 
What hospitals need is a doctor for 


the hospital, an expert in both medi 


cine and social science who can di 
nose and treat the organizational 
ineasiness of the hospital,” Dr. Stain 
brook — said All) organizations are 


increasingly concerned with worker 


unrest, apathy, low morale and fre 
quent job changes. Hospital adminis 
trators must be aware that modern 
science shows this disease in the hos 
pital system can affect not only the 

ee ee , : ; 
psychology of patients in the hospital 


but their bodily functions as well 


Administrators must learn to sense 
see, diagnose and cure human tensions 
in the hospital organization, Dr. Stain 
brook insisted. Especially, he warned 
against 

|. Forcing patients to accommo 
date to the hospital Strait jacket 

Little attention to the impor 
tance of employe status as measured 


by working conditions 
House organs filled with ma 
terial that interests the administrator 
but doc snt help cl \} loves 
' Decisions by chiefs of services 


which don't take into consideration 


the nurses’ knowledge of patient ne« 


Poor communication up and 
down the hospital chain of Command 
A thorough understanding of hu 


man emotuons and motivations must 


be added to the hospital administra 
tors tools in order tor him to do his 
job” effectively, Dr. Stainbrook con 
cluded 


Ralph Hromadka superintendent 
of the Santa Monica Hospital, Santa 
j 


Monica, Calif., was named _ president 


elect of the association during the con 


vention. He will succeed Guy M 
Hanner, Good Samaritan Hospital 
Phoenix, Ariz., who became president 
when Mr. Maftly retired during the 
convention 

At a community hospitals section 
meeting, Dr. Joseph W. Telford, pres 
ident of the California Academy of 
General Practice, said the California 
Medical Association was “still not sat 
isfied” with the way the Joint Com 
mission on Accreditation of Hospitals 
works and thinks the commission pro 
gram should be decentralized 

There should be a hospital appoint- 
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hew 


the logical 
combination for 
antibacterial 
therapy 

and 

antifungal 


prophylaxis 


what is it? 


the phosphate complex of tetracycline 


FOR INITIAL ANTIBIOTIC BLOOD LEVELS 
FASTER AND HIGHER THAN EVER BEFORE 


antifungal activity of Mycostatin 


FOR ADDED PROTECTION AGAINST 
MONILIAL SUPERINFECTION 


MYSTECLIN 


Squibb Tetracycline Phosphate Complex (Sumycin) + Nystatin (Mycostatin) 


why should you prescribe it? 


Because it provides highly effective 
broad spectrum antibiotic therapy for many 
common infections 


AND AT THE SAME TIME 


protects your patients against the monilial 
overgrowth so commonly observed during therapy 
with the usual broad spectrum antibiotics 


MYSTECLIN 


Squibb Tetracycline Phosphate Complex (Sumycin) + Nystatin (Mycostatin) 
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Each capsule contains tetracycline phosphate complex equivalent to 
250 mg. tetracycline hydrochloride and 250,000 units Mycostatin., 


Minimum adult dosage: 1 capsule q.i.d. Bottles of 16 and 100. 


— 


=) 
SQUIBB () Ab way Squibb Quality—the Priceless Ingredient 
¥ 
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every doctor oft 


Telford declared. How 


mene for competent 
medicine, Dr 
ever, he acknowledged, there is no 
place on any hospital staff for an in 
competent physician 

general 


between practl 


Disputes 
tioners and specialists are essentially 
iatters of economic competition, Dr 
Telford 
pointed to a hospital staff has an obli 
gation to support policies approved by 


administration, he sat 


stated. Every physician ap 


the staff and 


general practitioners should have 


vreater voice in policy making, he Said 
Same 


Speaking on the program 


A. A. Atta, administrator ot the San 
Antonio Community Hospital at Up 
land, Calif., said the general public is 
becoming increasingly conscious of the 
value of hospital accreditation 


Ludlam, legal counsel for 


Jame S I 


the Calitornia Hospital Association 


pointed out that there is a growing 
Blue 


third party payers to confine authoriza 


tendency foi Cross and other 
tion and payment for care to accredited 
hospitals, and for courts to find against 
hospitals in cases of negligence more 
readily when hospitals do not meet 


standards of accreditation 


The Bureau Man is Many Men 


He is a composite. A rare com- 
bination of many talents, trained 
and experienced in a host of skills 


The Bureau Man...What is he? 
A SALES MANAGER who ap- 


praises your problem and plans, 
organizes and directs the appeal. 


A PUBLIC RELATIONS COUN- 
SEL skilled in using all forms of 
communication to establish a favor- 
able fund-raising climate. 


A WRITER and SPEAKER with 
the ability to present your story in 
a persuasive manner. 


American Cit 


(Established 1913) 


AN ACCOUNTANT who keeps 
a meticulous record of all monies 
received and distributed 


A DYNAMIC LEADER who is 
capable of inspiring your volunteer 
workers and winning popular sup- 
port for your appeal. 


And a warm, friendly person- 
ality . . .a man you would 
welcome as neighbor or friend. 


Your Bureau Man 
would like to send 
you this informative 
brochure detailing 
our services. Simply 
write to your nearest 
American City Bu- 
reau office. 


, «* 
\ Bureau i . 


3520 Prudential Plaza, Chicago 1, Illinois 
470 Fourth Avenue, New York 16, N.Y 


HARTER MEMBER AMERICAN ASSOCIATION OF FUND-RAISING COUNSEL 
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To recruit and hold competent nurse 
anesthetists for small hospitals, admin- 
istrators must help make life in small 
communities more attractive to these 
girls, Virginia Welch, 
of the Good Samaritan Hospital, Cor 


administrator 
vallis, Ore., told the group. In addition, 


she said, nurse anesthetists must be 
helped to continue their training and 
keep up with modern technics 
‘There ts no excuse for second rate 
anesthesia service in the small hospi 
tal,” she said. “Don't forget that your 


anesthetist must have adequate rest 
and vacation time and must be paid a 
salary in keeping with her great re 
sponsibilities, she concluded 

As he did at several other regional 
hospital conventions this year, Dyke 


Ford 


Foundation, explained how the foun 


Brown, vice president of the 
dation’s program for hospitals was de 
veloped, and how the Ford grants have 
been used to extend hospital service 

Our hospital program is large by 
philanthropic standards, but it is only 
a small drop as far as the continuing 
needs of hospitals are concerned,” Mr 
Brown said. “It is increasingly clear 
that the job of providing adequate 
hospital care for our citizens is too big 


for any one organization 


agency of 
Its accomplishment depends on how 
well these needs are understood by pri 
vate citizens and organizations, and on 
their willingness to contribute ideas, 
time and financial support to the joint 
community eftort 

In addition to Mr. Hromadka, other 
othicers elected by the association were 
first vice president, Wesley G. Lamer. 
Physicians and Surgeons Hospital, Port 
land, Ore.; second vice president, Paul 
Hoff, Bannock Memorial Hospital, 
Pocatello, Idaho; third vice president, 
Sister Mary Bede, Sacred Heart Hos 
pital, Spokane; treasurer, Joseph Zem, 


St. Luke's Hospital, San Francisco 


Folsom Calls Health 
Coverage ‘Too Limited” 
WASHINGTON, D< Health cov 


limited and many 


crape still is too 
policies too restrictive, Marion B. Fol 
som, Secretary of Health, Education 
and Welfare, told the Health Insur 
ance Association of America here re 
cently 

Two out of 
no insurance against general medical 
expenses, Mr. Folsom said. Two-thirds 
of those with income under $2000 a 


three Americans have 


year have no insurance against medical 


cere costs, he said 
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unique ‘‘gape-incision” gives you... 








The new B-D LANCET produces a The “gape-in¢ ( > B-l le flanges of the B-D LANCET au 
nalt-round incision that tenas to LANCET make: milk - 6 1e ry atically contre lepth of 
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minimal pain 


stainless steel—very thin, yet rigid 
sterile —ready for immediate use 


hermetically sealed in pre-formed foil 


translucent top for positive point location 
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Conferences for Nurses 
Improve Attitudes, 
Psychiatrists Report 


CHICAGO.— Better attitudes toward 
patients and greater success in dealing 
with doctors and supervisors resulted 
from a program of weekly conferences 
tor nurses, at which interpersonal r¢ 
lationships were discussed freely, a 
group of psychiatrists reported here 
last month at the annual meeting of 
the American Psychiatric Association 
Dr. Leonard Levy, chief resident in 


Mary 
and 


psychiatry at Queen Veterans 
Hospital, Montreal, Que., 
of associates from the departments ot 
psychiatry at Montreal General Hos 
pital and McGill University reported 


that the director of nursing made ar 


a group 


rangements for charge nurses in a 
large general hospital to hold weekly 


conferences with the nurses they su 


prome TC 
The 


department of psychiatry met weekly 


pervised, in an attempt to 


better interpersonal relationships 


with the charge nurses, and psychia 
trists led the conferences 

Describing the results after one year, 
The 


principal goal is improvement in the 


Dr. Levy and his associates said, 


nurse’s work relationship and in her 
understanding of human and _ psychi 
atric problems. As a result, the devel 


opment of better attitudes toward 


dithcult 
role, and their dealings with authori 


patients and to their own 


tarian figures such as matrons and doc 
tors, occurred 

One group began its discussions 
weekly Case 


with presentations, the 


authors reported Gradually, psychi 
atric and social problems were freely 
increas 


discussed by the nurses, with 


ing reference to their own personal 
difficulties, 
The 


the case presentation technic, 


they said 


second group continued with 
with pa 
tients discussing their own difficulties 
in the presence of nurses 

In another paper on patient activity 
and movement in psychiatric units, 
Dr. Lucy D. Oczarin, 
A.P.A.’s Architectural Study 


said that movements of patients in the 


director of the 


Project, 


psychiatric wards of five general hospi 
tals were observed during the study 
Observation showed that patients 
prefer to be in small groups and that 
they desire privacy at least part of the 
time,” Dr. Ozarin said. “Large day 
rooms which are usual in psychiatric 
wards were rarely occupied by more 
than half the patients at any one time, 
unless they were also used for dining 


Some patients were always found to 
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be in bedrooms, the only place where 


they could have privacy 


Several speakers at the meeting 


stressed the need for hospitalization 


insurance protection for psychiatric 


patients Reporting experience In COV 


ering psychiatric illnesses in the Cleve- 
Service Association, 


land Hospital 
John R. Mannix, executive vice 


dent of Cleveland Blue Cross, said the 


pres! 
Cleveland plan had been a pioneer in 
providing coverage of psychiatric ill 
ness 

clearly understood 


Unul there arc 


entities of illness and accepted pat 


Add extra 


Empty beds caused by adjoining pa- 
tients with malodorous conditions rep- 
resent an unnecessary loss to a modern 
Airkem 


control program neutralizes the odors 


hospital. Installing an odor 
and makes the extra beds available for 
Cost of the Airkem 


program is far less than the increased 


immediate use 


income afforded the hospital. An ad- 
Airkem 


program is the marked improve 


ditional advantage of the 


terns of care and predictable costs, it 
appears that some sort of artificial re 
strictions or limitations may be neces 


sary,” he said 


Development of patterns of care 
and standards of cost can be accom- 


plished best by psychiatry itself 


surance can only administer benefits 
according to the criteria established by 
With clear criteria for 
sale and administration of psychiatric 


the profession 


benefits, the 


channel additional funds into psychiat- 


ric care to the advantage of the pro- 


fession and the public,” he said 


bed space 
in existing room area 


trol even the most severe odors. Airkem 


odor-control programs are currently 
simplifying management and mainte- 
nance problems for over 1,000 hospi- 
tals in the United States and many 


others abroad. 


Write today for literature on Airkem 
odor-control programs for hospitals. 


Mail in the coupon below. 





ment in the morale of patients, 
visitors and personnel. 


Airkem portable vaporizers for 


use in wards or private rooms con 





odor control and sanitation programs 


AIRKEM, INC. 
241 East 44th Street, New York 17, N. Y. 


Please send me information on the Airkem 
program for hospitals 
Please have an Airkem Field Engineer call. 


Name Title 


Hospital 
Address 
State 


City Zone 


MH-67 
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buyers 
specify Brewer Chrome-plated hospital 


More and more budgetwise 


and surgical equipment. They get 
quality, beauty, ruggedness, easy- 
maintenance at a fraction of the cost 
of stainless steel or aluminum. Brewer 
Chrome (using stainless only where 
really needed, for exposure to high 
temperatures or acids) offers a won- 
derful new concept of economy with 
no loss of beauty or utility. It's a com- 
plete line. For details contact your hos- 


pital supply dealer today. 





No. 1332 TOE-TIP 
CONTROL LINEN 
HAMPER. Provides 
much-needed facility 
at reasonable cost. 
Designed at request 
of a leading hospital. 





No. 1470 OVERBED No 
TABLE: Designed for " 


1480 CHROME 
COMMODE: Beauti- 
ful chrome plate with 
white enamel wood- 
en seat and remov- 
able container. 


rough usage. Ideal 
where both beauty 
and function count. 
\djustable. Fireproof. 
dcohol proof top. 





*% AVAILABLE FROM YOUR 
HOSPITAL SUPPLY DEALER 
Wis. 


MFO. By £. F. BREWER CO. © Butler 














COMING EVENTS 





AMERICAN ASSOCIATION OF MEDICAL REC 
ORD LIBRARIANS, Schroeder Hotel, Milwaukee, 
Oct. 7-10 


AMERICAN COLLEGE 


OF HOSPITAL ADMINIS 
TRATORS, Atlantic City, NJ 0 


Sept. 28-3 


AMERICAN COLLEGE OF HOSPITAL ADMINIS 


TRATORS, Regional Membership Conferences 
Region 13, Berkeley, Calif., June 10-14; ooner 
12, Houston, Tex., July or August; Region 9 
cago, Nov. !/-15 


AMERICAN COLLEGE OF OSTEOPATHIC HOS 
PITAL ADMINISTRATORS, St. Louis, Oct. 26 


AMERICAN HOSPITAL ASSOCIATION, nationa 
Convention Hall, Atlantic City 
30-Oct. 3 


convention, 
N.J., Sept. 


AMERICAN OSTEOPATHIC HOSPITAL ASSOCIA 
TION, St. Louis, Oct. 27-3 


AMERICAN SOCIETY OF MEDICAL TECHNOL 
OGISTS, Palmer House, Chicago, June 22-2 


TECHNICIANS 


AMERICAN SOCIETY OF X-RAY 
Park Hotel 


international convention, Sheraton 
Washington, D.C., June 8-13 


BRITISH COLUMBIA HOSPITALS’ ASSOCIATION 


Vancouver Hotel, Vancouver, Oct. 15-18 
CALIFORNIA HOSPITAL sor alegre Lafay 
ette Hotel, Long Beach, Oct. 30-Nov 
Hote 


COLORADO HOSPITAL ew wr 
Denver, Glenwood Springs, Oct. 10 
COMITE DES HOPITAUX DU QUEBEC, Montrea 

Show Mart, Montreal, Quebec, June 24-26 


CONNECTICUT HOSPITAL ASSOCIATION, Conn 
Light & Power Co., Berlin, Conn., Nov. 13 


INDIANA HOSPITAL ee Student Un 
ion, Univ. of Ind. Medica Center Campus, In 
dianapol s, Oct. 9, 10 












Lis 





HOSPITAL FEDERATION, 


June 





INTERNATIONAL 
bon, Portugal! 









Broadview 






HOSPITAL ASSOCIATION 
Wichita, Nov. 14, 15 


KANSAS 
Hotel 





MAINE HOSPITAL ASSOCIATION, Samoset Hote 
Rockland, June I!, 12 


MARYLAND.-DISTRICT OF COLUMBIA-DELAWARE 
HOSPITAL ASSOCIATION, Hotel Shoreham 
Washington, D.C., Nov. 6-8 


MICHIGAN HOSPITAL ASSOCIATION Grand 
Hotel, Mackinac Island, June 21, 22 

MISSISSIPPI HOSPITAL ASSOCIATION, Hote! 
Buena Vista, Biloxi, Oct. 9-11 

NATIONAL GERIATRICS SOCIETY, Hotel Statler 


Washington, D.C., June 11-13 
NEBRASKA HOSPITAL ASSOCIATION, Cornhuske 
Hotel, Lincoln, Oct. 17, 18 


ONTARIO HOSPITAL ASSOCIATION, Royal York 


Hotel, Toronto, Oct. 28-30 
SOUTH DAKOTA HOSPITAL ASSOCIATION 
fall meeting, Sheraton Cataract Hotel, Sioux 


Falls, Oct. 15, 16 


VERMONT HOSPITAL ASSOCIATION, Long Trail 
Lodge, Pico Peak, Rutland, Oct. 18 


VIRGINIA HOSPITAL ASSOCIATION, Hotel Cham 
berlin, Old Point Comfort, Nov. 15, 16. 


HOSPITAL ASSOCIATION 


WEST VIRGINIA 
White Sulphur Springs, Aug 


Greenbrier Hotel, 
1-3, 


WORKSHOP ON ASEPTIC TECHNIC, University 
of Minnesota Center for ontinuation Study, 
Minneapolis, Sept. 16-26 


1958 
ALABAMA HOSPITAL ASSOCIATION, Hotel Staf 
ford, Tuscaloosa, Jan. 23, 24 









READY NOW! 


... from 


TARNELL 


HOSPITAL CASTER With 
Rubber Expanding Adapter 










































































The rubber used in this expanding adapter 
The 
adapter can be left in the tubing for long 


has a very high compression ratio. 


periods of time, yet will retain its elasti- 
city, releasing easily. It is so designed to 
support the bed tubing eliminating undue 
strain on the metal—contacting the tub- 
ing at, two points giving perfect alignment 
A size for every popular bed tubing— 
» te 2.9" 
2" i.d. Easily installed with just a few turns 
of the hex nut, 


Free MANUAL 


Consult the yellow pages 


round; from // i.d. Square: 1" to 






of your telephone directory 







DARNELL CORPORATION, LTD. 


faellicba: F NIA 








DOWNEY (LOS ANGELES 


60 WALKER STREET 





NEW YORK 13, NEW Orr 






36 NORTH CLINTON STREET, CHICAGO 6 
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Everywhere 
from the kitchens to the wards... 


Ey STAINLESS STEEL 


saves you money 
in the long run 


If there ever was a natural-born metal for hospital use, it’s stainless steel! 
Nothing else even comes close. A-L Stainless cleans easier, quicker; costs 

keeps sanitation standards at the peak. It’s hard and 
strong, stands up under the heaviest duty; can’t chip, crack, peel or 
wear off. Best of all, starnless steel lasts a lifetime. It's the truly econom- 
ical buy because the first cost is usually the last cost. @ Specify the metal 
that pays for itself: / painless Steel. . . all leading fabricators of hospital 


Write for your Copy: and kitchen equipment use it. Allegheny Ludlum Steel Corporation, 
AL STAINLESS STEEL Oliver Building, Pittsburgh 22, Pa. 


in Hospitals For Stalelens Steel tx: Mt Feame~call ‘ 
Allegheny [udlum se? 


ADDRESS DEPT. MH-90 Warehouse stocks carried by all Ryerson Steel plants 
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THE MARK OF QUALITY 


Uni-Flo 


ENGINEERED 
AIR DISTRIBUTION 


BARBER 
COLMAN 


guaranteed performance 


when used in accordance with published data 














windo 


Uni-Flo Square and Rectangular 
an Diffusars 


ore ond rectan 


lower 

Only Barber-Colman combines 

both air distribution and automat 

trols — for undivided responsibility 
BaRBER-COLMAN COMPANY 
Dept. R, 1146 Rock Street, Rockford, Illinois, U.S.A. 
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Tri-State Urged to Base 

Rates on Service Costs 
(Continued From Page 70) 

is the responsibility of the physician 1s 

concerned, are changing very rapidly, 

h pointed out. 

The physician staff member 1s_ re 
sponsible for his own acts, Mr. Stump 
explained, and it he is guilty of negli 
gence, his negligence cannot be im 
puted to the hospital, “But both he and 
the hospital may be responsible tor the 
same act,” he said, “the hospital be 
cause it negligently admitted him to 


staff membership, and the physician 


because he was negligent in caring for 
the patient 

The determination ot gligence 1s 
shadowy,” Mr. Stur 1p concluded, and 
there is no clear and sharp line easily 
discernible to divide proper care trom 
negligence What the ordinarily cau 
tious and prudent person would do in 
the exercise of ordinary care and skill 
wa questiolr of tact on whi h h idence 
will be heard by the court,” he per 

\t a Tri-State program sponsored by 
students of hospital administration and 
pre sented as a memorial to the late Dr. 
Malcolm T. MacKEachern, tor many 
years director of the Tri-State Assembly, 
Richard G. Dunning, 
in hospital administration at the Uni 


dis ussed methods 


graduate student 


ersity of Chicago 
ot self-education for administrators. In 


} 


iddition to observation, reading and 


experiment, Mr. Dunning said, the 


alert administrator should consider in 


terviews as an educational experience. 


Properly planned and conducted, the 
rewarding and in 


pointed out 


mnterview can be 
formative, he 
“We want the background ot an in 
When 


the interviewee 1S known, it 1s the sub 


terviewee,” Mr. Dunning said 


yect matter that Is paramount Betore 
the interview starts we want to know 
its personnel, type, purpose, design and 
content, including what is to be 
When the interview ts concluded, 


Mr. Dunning suggested, « 


i postmortem 
is vital. “Ask yourself specific analytical 
questions,” he urged. “Did I get what 
| wanted? If not, why not? How 
could I have gotten more, 
Where did I go 
wrong? ras did | learn?” 

. Hamblin, 
Hospital, Quincy, IIl., 
Tri-State 


bly, presented special citations to Laura 


or gotten 
it more quickly? 
Leonard \ administrator 
of the Secs 
and president of the Assem 
Jackson in recognition of her years ot 
service as Dr. MacEachern’s assistant 


in planning Tri-State programs, and to 





Authoritative 
determination of 


hospital worth 


Marshall and Stevens Hospital 
Property Record Appraisal 


Determines actual value for 
full insurance coverage 
Controls equipment and 
departments through complete 
property accounting records 
Substantiates non-profit 

tax status 

Provides higher hospitalization 
insurance payment base 
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Our specialized hospital aperatess system is 
bd explained by Marshall and 


Stevens, 610 south Broadway, 315-G, Los. ~ 
geles 14, Calif. 7 


Mansnats and STEVENS 


ie Cincianatt * Dallas « Denver 
Minne pol now York t onitndelphia 
. * New . 
© Richmond + San Francisco 
x Louls * Vancouver * Honolulu, T.H. 











TONGUE 
BLADES 


COTTON-TIPPED 
APPLICATORS 


= a“ 
Se wi 


G 
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Glasco Tongue 
ong are available in senior 
(6”x %") and junior (5%” x 58”) 
sizes .. . packed in acnuiiaes to 
fit your needs. Cotton-Tipped 
Applicators, made with regular 
or extra-large cotton-tips, are 
packed in quantities of 100 in 
glassine bags or boxes of 1,000. 


yLA SCO 
dd r 
~araesebo COMPANY 


111 North Canal St.. Chicago 6, lilinois 
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Nuclear-Chicago Mediac II counting system 
shown being used in a thyroid uptake meas- 
urement includes new DS5-1P Scintillation 
Counter, new SA2 Stand and new 132 
Analyzer Computer. 


3 Span, Sia 


Vol 


fine instrumentation for external 


counting w 


The all-new Mediac II, especially designed 
for thyroid uptake measurements and 
other clinical studies, is the most conven- 
ient and versatile counting system ever 
offered by Nuclear-Chicago for external 
measurement of radioactivity. 

The DS5-1P medical scintillation detec- 
tor features a large 2’’ x 2” crystal for 
maximum sensitivity, three versatile colli- 
mator inserts for “‘pin-point”’ localizations, 
wide or narrow angle scanning, and easy 
conversion to a well-type scintillation 
detector for blood or urine sample count- 
ing. The 132 Analyzer Computer is a re- 
volutionary development which combines, 


ith radioisotopes 


in one single chassis, a precision gamma- 
ray spectrometer, reliable binary scaler, 
well regulated high voltage supply, and 
unique automatic computing circuits. 
Model SA2 stand offers extreme rugged- 
ness and easy positioning. 

For years Nuclear-Chicago has been a 
leader in the development of quality radio- 
activity instrumentation for the medical 
profession providing in the highest degree 
the efficiency, accuracy and reliability so 
essential in this exacting field. Competent 
and prompt service is always available. 
Write for full details or ask to have our 
representative call. 


Radioisotopes are crealing new frontiors an medicine 4 y 
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® 265 WEST ERIE STREET + CHICAGO 10, ILLINOIS 





Specialist Dispute Cost 
lowa Hospitals $58,000 


Tri-State awards ot 1 rit vIVen (Continued From Page 6S 
Joseph A. Geo , admin doctor in addition to any other mal 
gel [Deaconess Hospi practice msurance the hospital may be 

Roger W. DeBusk,. carrying. In any event, the hospital 
Hospital. Detrort, should make sure it is adequatels 
| 


CNCCUTIN overed against liability 
ser ' 6. Arrangements for transfer of ra 
zy diology and pathology services from 


rthwestern Mu Blue Cross to Blue Shield, as required 


nee Company and by law, had not yet been completed, 


] 


uted Hospital Fund Mr. Johnson reported. “It is theretore 


Milwaukee, tor Wuiscon uyy 1 that no contract be made on 


hinent wWstIs unt 


What it Takes Fot 
CHEMICAL Dt 
of SHARP SU 


aGiCAL INSTRUMENTS 


You can rely on 


B-P FORMALDEHYDE 
GERMICIDE w.. 


s HEXACHLOROPHENE (G1 


HILL re 


a 


SUGGESTION! B-P CONTAINERS 


are all espe i 


for ¢ ‘ } 
‘ dit ed t wi not imyjure keen culting edges, points of 


tion with 
" 


th tl ’ 
ypoder « and suture needles, scissors and other ‘sharps ++. hor 


B-P GERMICIDI 
rust, corrode or otherwise damage metallic instruments. 


IT’S THE ECONOMICAL ANSWER tewards keeping annual costs 
for solutions and instrument replacement and repairs at a minimum. 


May be used repeatedly if kept undiluted and free of foreign matter. 


*Comparative chart sent on request 


Ask your dealer 
PARKER, WHITE & HEYL, INC. 


Danbury, Connecticut, U.S.A. 


mined what the relationship between 
Blue Cross and Blue Shield in the pro 
viding ol coverage ot these services 
turns out to be.” he added 

7. Financial arrangements with pa 
thologists and radiologists may be 
percentage arrangements, but other at 


rangements are also legal, it was ex 


plained \mony those sugyvested were 
Minimum or maximum puarantees plus 


| 


a percentage arrangement: fixed unit 


cOst’ arranyvements: of any other ar 
ranyement which might be mutually 


agreed upon, so long as it tairly ippears 


that no emplover emplove re lationshiy 

cre ited ' 

8. If a percentage arrangement is 
made, hospitals should take care to 
spell out what items the percentage is 
to be applied to, Mr. Johnson warned 
In other words, 1s 
yross ecarnings 
centage of some sum 
the deduction of certain ccihe mens 
such as EXPeENses, bad | 3 utilities, 
depreciation, hew equipment, or yen 
eral expenses?” he explained 

In another convention session, |. Doug 
las Colman, vice president of the Blue 
Cross Association, predicted that there 
will be more Inteyration amony hos 
pitals and standardiz won ol hospital 
services and procedures in the future. 
in respon s¢ to public demand Hospitals 
today are on a stronger financial base 
than ever betore, Mr. Colman said, and 
hospital revenues are more stable than 
it any previous time. As evidence that 
this is the c: . he mentioned the fact 
that loans for hospital construction ar 
regarded today as sound, safe, long 
term imvestments in contrast to the 
situation a few ars ago, when hospi 
tal loans were re garded as highly specu 
lative and unsatisfactory 

‘The payment by the various govern 
mental agencies for care of indigents in 


basis is the final ste ~ 


in building i strong foundation under 


hospitals on a cost 


hospital finances,” Mr. ¢ olman said. 

In addition to Mr. Bondi, other oth 
cers elected by the issociation were 
first vice president, James L. Dack, ad 
ministrator, Methodist Hospital, Sioux 
City; second vice president, Sister Mary 
Muriel, administrator, St Anthony's 
Hospital, Carroll: treasurer, Stanley 
Volga, administrator of Myrtue Hospi 
tal. Harlan. Llovd W. Coe, Des Moines, 
was reelected executive secretary of the 
association 

Elected to the board of trustees were 
J. W. Myers, administrator, Muscatine 
County Hospital, Muscatine, and 


Charles Patterson, Sioux City 
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another pediatric first 





NOW... 


safer administration 


of solutions and 
blood with 


PLEXITRON™ 


CONTROLLED 


VOLUME UNIT 


Since 1949, when we introduced the first solutions and 
equipment specifically for pediatric use, we have con- 
tinued to anticipate demands for newer pediatric medi- 
cations and equipment. 


The latest development in this field, the 50 cc. CON- 
TROLLED VOLUME UNIT, creates a new standard for 
precision in dosage... permits administration in units 
of 50 cc....safely, surely, accurately...without constant 
supervision. 


This flexible-chamber unit fits between bottle and ad- 
ministration set. Only the prescribed contents of the 
unit can be administered after hemostat is closed. Ster- 
ile, nonpyrogenic, expendable, and ready for instant use. 


Labor-saving * Time-saving 
Trouble-proof in any pediatric application. 


product of B-7.0 @a =. ay \-fel 7 wae). ii mal, [ex 


MORTON GROVE, ILLINOIS 


DISTRIBUTED AND AVAILABLE ONLY IN THE 37 STATES EAST OF THE ROCKIES (except in the city of El Paso, Texas) THROUGH 


AMERICAN HOSPITAL SUPPLY CORPORATION 


SCLENTIFPIC PRODUCTS OIVISION GENERAL OFFICES = EVANSTON, thLINOGOIS 
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Costs Will Continue to Rise, 
Crosby Tells Southeasterners 
(Continued From Page 70) 
the patient is likely to be high, Mr. 

Brown warned. 

5. On the other hand, rates should 
discourage over-use of hospital facilities. 
Chis was the trouble with the inclusive 
rate system of grouping charges, Mr. 
“What ts 


between 


Brown said. needed is a 


proper balance encouraging 


necessary use ot ftacilities and dis 
couraging unnecessary use, he said. 
6. The rates should minimize ac- 


counting and collection expense. Trivial 


Y 


charges may cost more to set up and 
collect than the revenue warrants, Mr 
Brown pointed out. “Our general rule 
is that an item all patients are likely to 
get, such as aspirin or sedatives, should 
be put on the room charge and not 
charged separately,” he explained. 

7. The rate 


courage the best means of distributing 


structure should en- 


medical and hospital care and not ce 


strovy the system. The tact that x-ray 


charges were generally higher than they 
should have been was chiefly respon 
sible for the trouble between radiologists 


and hospitals, and resulted in deteriora 


Pag protect yourself 


against 


power emergencies 


Rely on an Allis-Chalmers Engine Generator Set 


/ 


Be prepared for power line outages and emergencies — install an 
Allis-Chalmers electric generator set now! They are proved, de- 
pendable sources of electricity either for emergencies or when ad- 
ditional booster power is required to handle peak demands. 


Responsibility is undivided when you have an Allis-Chalmers 
generator set — important through the entire life of the set. Satis 
faction is assured by Allis-Chalmers’ long reputation for building 
dependable engines and electrical equipment. 


There’s a wide choice of models and fuels. Allis-Chalmers sets 
are offered in capacities from 5 to 300 kw, with engines operating 
on diesel fuel, gasoline, natural or LP gas. Units require no special 
foundation — they are complete, operate smoothly and quietly. 


You enjoy complete service from Allis-Chalmers — consulta- 
tion on your power requirements, recommendations based on long 
experience, with proper installation and servicing as required. Get 
set for any emergency — see your Allis-Chalmers engine dealer 
or write for detailed information. 


220-kw diesel-powered 
generator set 


ALLIS-CHALMERS, BUDA DIVISION, MILWAUKEE 1, WISCONSIN 


ALLIS-CHALMERS &) 


tion ot the best system for the public, 
Mr. Brown explained. 
took over, he said 


we defeated our own ends by creating 


“The specialists 


“In other words. 


exorvitant tee schedules lOr these sery 


ices. If there had been no pronts, med 


ical ethics would never have been 


brought into the discussion ot hospital 


specialist doctors 


relationships The 


would have be us to hold on to 


yged 


these SerVICES 


Finally, Mr. Brown said. the indi 


] 


} hospita s 


hdual own situation must 
! 

consideration in deter 
» } 

Thus Rhode 


SO per cent of the population enrolled 


taken into 


mining rates. Island, wit 


} 


Blue Cross, would 
nave different 
Illinois, with only 
iS situation 1 
consideration 
luded 

another SCSS1 

trom E. ¢ 

Bramlett, assistant adi 


Mobil 


Cross is creating 


unistrator of the 
Mobile, Ala. Blue 


1 
SOIVIN 


Infirmary at 
than 
hospitals, Mr. 


rather 


problems tor Bramlett 
ged. The V1 t in Blue 
el 
yes over-ulillization of hos 
tacilities, with resulting | 
s which are required 
nt Blue Cross bills, he said. 


Mr. Bramlett also objected to the 
1 for guaranteeing groups of hos 


pital employes, to the lack of disaster 


coverage in Blue Cross, and to the 


building of reserve funds in Blue Cross 


plans—“when hospitals do the under 


writing, he added. 


] 
Commercial insurance on an indem 
nity basis, with co-insurance features t 


deter unnecessary use of services, 15 


better for the publi and hospitals, Mr. 
Bramlett concluded 


In a 


charges, Richard (¢ 


scheduled rebuttal to these 
Williams, executive 
director of Mississippi Hospital and 
Medical Service, denied that insurance 
plans meet the needs of the public better 
than Blue Cross, or that hospitals are 
better off with patients who have in 
surance. 


“The 


turn out not to have 


patient with insurance may 
coverage alter you 
have admitted him,” he pointed out. 
‘Losses to hospitals for this reason are 
probably ten times what they are for 
the same cause in Blue Cross.” 


Williams added, 


hospitals are re presented on the boards 


Furthermore, Mr. 


of Blue Cross plans and have been con 
sulted throughout the development ol 
the Blue Cross movement. “How many 


people here are on the board of directors 
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She knows it has never been used before... 





Just knowing it’s never been used before and will never be used 


she 'S happy | EVEN THE FUSSIEST PATIENTS approve of individual Dixie service. 


again gives peace of mind. And Dixie Cups, Plates, and Containers 
in gay pastel green make trays attractive, appealing to the appetite. 
HOSPITAL ADMINISTRATORS appreciate Dixie service, too! Trays 
Learn the experiences other hospitals are are lighter, meals are served faster and quieter—and clean-up is 
having with Dixie Matched Food Service. a “breeze’’. The savings in dishwashing, breakage, and storing can 
Write today! more than offset the small per-meal cost of individual Dixie Service. 


IXIE MATCHED FOOD SERVICE 


not all paper cups are DIXIE CUPS... just the best ones! 


xe ry r - 
- 7 *''Dixie’ is a registered trademark of the Dixie 


DIXIE CUP COMPANY © Easton, Pa. « Chicago, Ill. « Darlington, S.C. « Ft. Smith, Ark. * Anaheim, Calif. « Brampton, Ont., Canada 
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STEP UP 


HOSPITAL EFFICIENCY 


AS MUCH AS 


5 O % 


WITH A 


DuKane 


NURSES’ CALL SYSTEM 














DOES YOUR HOSPITAL 
GET THESE BENEFITS? 


NURSES’ MASTER STATION 
Instant 2 way visual and audible 
contact with all stations includ 
ing priority emergency signal cir 


cult 

BEDSIDE STATIONS 
Single or dual stations provide 
nurses’ call service with or with 
out 2 way communication be 
tween patient and nurse 


SOLARIUM & DUTY STATIONS WITH INTERCOM 
2 way communication between 
nurse and ambulatory patient and 
ability to reach nurse in any loca 
tion where she normally may be 
found 

LAVATORY STATION 
Announces a patient who may be 

| in trouble in lavatory or bath 
room areas 


CORRIDOR LIGHTS 
Easily visible, unbreakable corri 
dor lights for rooms with Bedside 
Stations 


PLUS this EXCLUSIVE 
DUKANE benefit! 


Only DuKane gives the hospital a 
MULTIPLE Channel Nurses’ Call System to 
multiply Bedside Communications Chan- 
nels. It permits the use of 2 or more Nurses 
Master Stations in which separate calls 
may be answered from any Master Station 
simultaneously. Countless steps are saved 
as a nurse need not return to the central 
desk to answer calis. Speeds service, 


increases efficiency . . . saves costs! 





Write for the beneficial facts today! 


| Piease send me all the facts on DuKane Nurses 
Call Equipment 


| St. Charlies, iilinois 


| NAME 
| ADDRESS 


jc'ty 


4 

| 

DuKane Corporation, Dept. MH-67 
| 

| 

| 

| 

| 

| 


| hospital 


the Southeastern 


Robert Ivy, Doster Hospital, Columbus. 

: . , 

Vliss., Was named president-elect ot the 

issociation tor the coming year. He will 
tist Hospital, 
ake presid nt 


icceeding R. | 


president, 
ity Hospital, 


culors ] Fr 


Dr. Mackenzie Installed 


as Louisiana President 
SHREVEPORT, LA Dr. John ¢ 
Mackenzie, director of Touro | ! 
New Orleans, was installed as 
president of the Louisiana Hospital 
Association during the ?d annual 
neeting here April 4 to 6, succeeding 


Herman | 
North Louisiana Sanitariun 


Herold, administrator of 


Shreve 


tor soutil 
Mandeville, vice 


Csaye 


Speaking at the meeting were Dr 
Frank Groner president-elect ot the 
American College of Hospital Admin 
istrators, and Tol Terrell, president- 
elect of the American Hospital Asso 


ition 


Blue Cross Pays $1 Billion 

CHICAGO More than $1 billion 
worth of hospital care went to Blue 
Cross members in 1956, the Blue Cross 
Commission has announced. This is 
the largest amount paid in a single 
year in the history of hospital pre- 
payment. Some 9 million members 
admitted to hospitals last year received 
more than 53 million patient days of 
care through Blue Cross, the report 


stated 


The mark of good design and engineer 
ing is simplicity. Silhouetted above are 
the six elementary components of our 
patented STA-PUT swivel which permits 
the patient to adjust his reading light 
with finger-tip pressure, yet have the 
light hold position faithfully. It's spring 
balanced, has adjustable friction and 
the simplicity and durability of the 
parts means elimination of mainte 
nance problems. Other patented fea 
tures such as the terminal block for 
wiring ease and the plug-in for sim 
plified mounting and removal make 
Kurt Versen’s Hospitality Light the 
industry standard. Write for catalog 


kurt Versen 


V 


contemporary lighting 
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DECIDEDLY BETTER 


DAY:-BRITE 


There’s no compromise here 


In the laboratory, under a microscope, life itself may hang in the balance. 
Vital work done here demands the best in lighting -Day-Brite lighting 
that provides better over-all illumination, without tricky shadows or glare. 
Don’t take our word for it. Compare fixtures. We’ll stake our reputation 
on what you find. For we know you'll find that Day-Brite does offer 
better lighting ...is built to last years longer... does offer cost-cutting 
maintenance in an attractive fixture design. 

You'll also discover how Day-Brite can answer many other lighting problems, 
in reception areas, corridors, offices, patient rooms, kitchens and libraries. 
Call your Day-Brite representative for a demonstration today. He’s 

listed in the Yellow Pages. Day-Brite Lighting, Inc., 5455 Bulwer 

Avenue, St. Louis 7, Mo. Day-Brite Lighting, Inc., of California, 

530 Martin Ave., Santa Clara, Calif. 


NATION'S LARGEST MANUFACTURER 
OF COMMERCIAL AND INDUSTRIAL 
LIGHTING FIXTURES 


Day-Brite Plexoline® fixtures, prescribed for exacting laboratory 
work in Cardinal Glennon Memorial Hospital, St. Louis. 
Architect-Engineers: Maguolo & Quick 


71146 
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Urges State-Level Talks 
Between Hospitals, Nurses 


BELLINGHAM, WASH Renewal of 


discussions between the Washington 


State Hospital Association and the 
Washington State Nurses Association 
concerning agreements between nurses 
and h itals at e local or regional 
ft 


; , ae 
level has urged by the Doard of 


trustees of the hospital association 
The action took place at the mid-year 
meeting here in April. A committe: 
Was appointed to meet with nurse 
association representatives 

years ago the two asso 


led 


Until two 
ciations had agreed upon recommen 
conditions for 


wages and working 


general duty nurses, which prevailed 
in the majority of hospitals. The pat 


tern broke down in 1956 


when basi 
salaries and fringe benefits were no 
longer practicable on a statewide 
because of different economic 
within the state, W.H.A 

Since that time discussions have been 
on a local or district basis 


A bill 
. 


group to require hospitals to bargain 


} hk rh 


sponsored DY Che nurses 


collectively with nurses and other em 
ployes died in a committee of 


About 


the 
tate legislature in March 
] 


S 


persons atrende 





ABOUT PEOPLE 


(Continued From Page 78) 





Peter J. Buttaro 
has been appointed 
executive director 
ot LeCroix Hospi 
tal, W hite Pine, 
Mich He lor 
merly held the po 


ion ot adminis * 


Peter J. Buttaro 
trative assistant 


and clinic coordinator of Louis A. Weiss 
Memorial Hospital, Chicago. Mr. But 
iro is a graduate of the Northwestern 
University hospital administration 
course, a nominee of the American 
College ot Hospital Administrators, and 
1 member of the American Hospital 
\ssociation ; 
William A. Stoppani has been ap 
pointed assistant administrator ol 
Symmes Arlington Hospital, Arlington, 
Mass. He formerly was the adminis 
trator of Woodward Memorial Hospi 


tal, Sandwich, Ill., and is a grad 


uate 
of the Columbia University course in 
hos} ital administration. 

Sister M. Georgiana has been named 
Mary's Hospital, 


NX ] Prior te this 


dmunistrator ot St 


nil 


ippoint 


BEST FOR YOU ? 





Combination High 
and Low Level 


Stainless Steel 
Cabinet 





Compartment Type 
for Offices 


Explosion Proof 
Cooler 

















Cafeteria Cooler 


for Restaurants 











COOLERS 


Here are just some of the many types of coolers you'll find in the new 
Halsey Taylor line. For office or plant use, for hazardous locations, for 
factory cafeterias and dining rooms, for any of today’s vital needs, 
Halsey Taylor makes the right cooler for the purpose. Each has the 
extra advantages of up-to-the-minute engineering, built-in dependa- 
bility, freedom from maintenance. Get our latest catalog or see Sweet's. 


The Halsey W. Taylor Co., 
Warren, Ohio 


ENGINEERED THE BEST TO 


MEETEVERY SERVICE TEST 





ment she had been controller at St 
\gnes Hospital, White Plains, N.Y 

and assistant administrator of St. Fran 
cis Hospital, Port Jervis, N.Y. She suc 
ceeds Sister M. Madeline, who has not 
yet been reassigned. 

Gaston Herd has been appointed as 
sistant administrator of Fort Hamilton 
Hospital, Hamilton, Ohio. Mr. Herd 
has recently been associated with the 
hospital and medical facilities division, 
Kentucky Department of Health, and 
Hardin Memorial Hospital, Elizabeth 
town, Ky. 

Ray Q. Bumgarner, assistant man 
ager of the Veterans Administration 
Research Hospital in Chicago, has been 
named manager of the V.A. center in 
Hot Springs, $.D., succeeding Paul A. 
Hatton, who has retired. 

Robert E. Trimble, whose 
tion as administrator of Parkview Hos 
pital, El Reno, Okla., was reported in 


Mopern Hosprrai 


manager ol 


resigna 


May issue ol The 
has been named house 
Florida Sanitariut } and Hospital, Qt 
lando, Fla 

Charles P. Harris Jr. has been named 
administrator ot Pewee Valley Sani 
Hospital. \ illey. 
Ky., succeeding Paul C. Dysinger, who 


appointed yen ral 


tarium and Pewee 


has been manager 
of Madison Sanitarium and Hospital, 
Madison College, 

Leslie R. Smith 


has been appointed 


Te nn 


assistant director 
of Harbor General 
Hospital, Tor 
rance, Calif. He 
formerly was sen 
ior administrative 
assistant at Rancho Leslie R. Smith 

Los Amigos Hospital, Hondo, Calit 
Mr. Smith is a graduate of the College 
of the Pacific and received his master’s 
degree in public administration from 
the University of Southern California. 

Dudley Hall has been named to the 
newly created post of assistant adminis 
trator at Harris Hospital, Fort Worth, 
Tex. Mr. Hall formerly was administra 
tive assistant at the hospital. 

C. R. Peery has been named adminis 
trative assistant at Mound Park Hospi 
tal, St. Petersburg, Fla. A graduate of 
the Medical College of Virginia’s course 
in hospital administration, Mr. Peery 
served his administrative residency at 
Mound Park Hospital. 

Thomas L. Askew has been appointed 
administrator of King’s Daughters’ 
Hospital, Yazoo City, Miss., succeeding 
Winston C. Whitfield, who has re 


signed to accept a similar position in 
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“I guarantee Thurmaduke Waterless Food Warmers 


require less time and work to operate and to clean” 


says M. P. Duke, President, Duke Manufacturing Co. 


If you're using any water-type food warmer, it’s costing you extra 
money to operate and extra time to clean a messy water pan. It's 
unsanitary, too. The water pan frequently breeds dangerous bacteria. 
You can cut your labor costs and speed up service with a beautiful, 
modern Thurmaduke Waterless Food Warmer. 


Thurmaduke uses no water and is completely sanitary. Special die- 
formed metal construction makes Thurmaduke easy to clean. Time 
trials prove that it takes just a few minutes to wipe Thurmaduke 
completely clean. Thurmaduke makes it easy to comply with any 
local sanitation ordinances. Less pre-heat time, too, eliminates delay 
and saves time 

Don’t buy any food warming equipment until you have made a 
feature comparison with Thurmaduke. I personally guarantee the 
complete line of Thurmaduke Food Warmers to have more quality 
features than any other made. Write me for complete information on 
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Thurmaduke Food Warmers, Standard Sectional Cafeteria Counters, 
and a free Feature Comparison Chart. Meanwhile, your nearby 
Thurmaduke dealer will be happy to show you how Thurmaduke 


Waterless Food Warmers save time and work. 
StTS THE STANDARD 


For The feed Serving lndustry 
PRESIDENT 


THURMADUKE 


DUKE MANUFACTURING CO. ¢ DEPT. No. 112 © ST. LOUIS 6, MO 


DON’T RISK 


oY 


CABINET- 
SAN 


SPRAY DEODORANT 


Economical, easy-to-use Cabinet-San 
removes stale smoke, perspiration, bath- 
room and sickroom (even ether, iodo- 
form, and the odors connected with some 
disease cases) odors quickly, completely. 
Its deodorizing spray leaves a pleasant, 
lingering aroma. 


Cabinet-San can be sprayed in inac- 
cessible spots deodorizes fabrics; will 
not stain or make them sticky. 

Don't risk offending! Keep a can of 
Cabinet-San every place odors may 
occur. Now available in economical 16- 
ounce size cans. Also in refillable wick- 
type “continuous evaporating” or spray- 
type plastic bottles and in 1 gallon jugs. 


Order 
Cabinet- 
San 
Today ! 


HUNTINGTON &e> LABORATORIES 


INCORPORATED 
Huntington, Indiana 
Philadelphia 35, Pa. 7 Toronto 2, Ontario 


190 


\labama. Mr 
assistant administrator of Mercy Hos 
pital-Street Memorial, Vicksburg, Miss.. 


a member Oo the 


Askew, who has been 


\merican College 
of Hospital Administrators and a gradu 
ate olf the hospital administration course 


it Northwestern University. 


Department Heads 
Lt. Stephen B. Collins has been aj 


pointed medical _ se rv ice 


analysis officer of the 3 


Management 


30th Air Force 


Hospital, Sheppard 
Wichita Falls, Tex. 


graduate of the hospital administration 


\ir Force Base, 
Lt: 


Collins is a 


course ot Washington University and 


. . 
completed a one vear residency at 


Barnes Hospital, St. Louis, before et 
tering the air force 

Janet Mastin has been named dire: 
tor ot the dietary department at Uni 
versity Hospital and Hillman Clinic, 
Birmingham, Ala. In addition to a 
term of service as therapeutic dietitian 
of Florida State Hospital in Chatta 
hoochee, Mrs. Mastin has been super 
Vising dietitian and assistant manager 
ot the mens campus food service ol 
Florida State University. She later be 
came assistant manager ot the total 
student center food service at the unt 
versity. 

Alice Tastor, R.N., has been named 
director of nurses at Rio Hondo Hos 
Prior to her present 


position, she served several vears as 


pital, Rivera, Calif 


director of nurses at Monterey County 
Hospital, Salinas, Calit 

Dr. Robert R. Brown has been named 
medical director of Massachusetts Osteo 
pathic Hospital, Boston \ graduate ol 
the Philadelphia College of Osteopathy, 
Dr. Brown served his internship at the 
Massachusetts hospital and at one time 
was associate director of the outpatient 
department there. 

Clarence J. Jupiter has been appointed 
the new post ol personnel and public 
relations director at Flint-Goodrid ge 
Hospital, New Orleans. He previously 
was associated with an encyclopedia 
publishing irm as personnel director. 

J. Marion Stewart has been named 
director of nursing of the City of Hop« 
Medical Center, Duarte, Calif. Miss 
Stewart, who has been assistant nursing 
director, succeeds Constance L. O'Brien. 
The new dircctor has held supervisory 
and instructional positions In nursing 
in Ohio and California 

Florence Fifield, director of nursing 
service at Hurley Hospital, Flint, Mich. 
has resigned lor reasons ol health. She 
will accept a similar position in a San 


Francisco hospital. 


Miscellaneous 


Hiram Sibley 
has been appointed 
secretary of the 


Hospi 


tal Association's 


\merican 


Council on Hospi 


tal Planning, it is 


announced by Dr 


Hiram Sibley 


Edwin L. Crosby, 


director. Mr. Sibley has been direc 

ot program development tor the Yale 
New Haven Medical Center since 1954 
Previously he served IS CXNECCUTIVE dire 
tor of the Connecticut Hospital Associa 
tion. Helen D. McGuire has bee: 
named assistant secretary of tl A.H.A 
Council on Protessional Pr: 

McGuire has been chiet 

record branch I the 

pital of the U.S. Publi alth Ser 
since 1949, At the same time Dr 
Crosby announced that Dr. Madison B. 
Brown, director of administrative set 


| 


| ' 
ices, has been appointed associate Cires 


tor of the Association 
Dr. Frederick & 

D. Mott, director 

ot the Miners Me 


morial Hospital 


Association of the 
United Mine 
Workers. has re 


| | 
signed to become 


Dr. Frederick D. Mott 


executive director 


of the Community Health Association 


United Auto Workers health insurance 


plan in Detroit. His new ippomtment 


becomes effective September | Ir 


Mott will be succeeded as director ot 
the Miners Association by his deputy, 


Dr. John Newdorp. 


Warren C. Rasch has been appointed 


controller ot the Blue Cross Association, 


to be responsible for administration of 


all financial aspects of the association's 
operations. Mr. Rasch has served in a 
similar capacity with the Blue ross 
Commission since 1949 and was pre 


associated with an = auditing 


firm. Gerald M. Green has been named 


regional manager at New York City by 


iously 


the association. Mr. Green first entered 


the Blue Cross field with the Hospital 
Service of Southern Calitornia in 1946, 
serving as district manager and director 
of labor relations. In 1954 he becam« 
manager of sales and service of Health 
Service. Inc., in New York. At the same 
time it was announced that J. Douglas 
Colman and Antone Singsen have ex 
changed the titles of secretary and 
treasurer of the association, so that Mr 


Colman is now Vicc president and SC 
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It takes only one 


FORT HOWARD PAPER TOWEL 
...because of controlled wet strength 


Those big hands were dripping wet before he 
started drving them. Now thev’re completely dry. 


He did the whole job with just that one Fort 
Howard towel. And that means economy 

[ypical of all Fort Howard towels. We call it 
greater dr Ing powel 5 

It results trom Controlled Wet Strength, which 
keeps wet towels strong, firm, soft. Stabilized Ab 


sorbency helps keep this drying power as they age 


~— 


And because they're Acid Free, they're gentle on 
the most delicate hands. 

That’s why Fort Howard Paper Towels dry 
more hands drver than any other towels 

Select one of Fort Howard’s 19 grades and folds 
for your washroom. Fort Howard Towels can fill 
any cabinet. Call your Fort Howard distributor 
for more information and samples. Or write Fort 
Howard Paper Company, Green Bay, Wisconsin 


Fort Howard Paper Company 


Green Bay, Wisconsin 


America's most complete line of paper towels, tissues and napkins 


‘Little things affect peoples’ 
attitude toward you” 









































retary While Mr. Singsen is vice presi pointed director of the bureau of local 








lent and treasurer. health administration of the Indiana 
E. Duncan Millican, president of the State Board ot Health. Dr. Earl H. 
(Quebec Hospital Service Association in Hare, whose retirement as head of the 
Montreal, has been named to the Blue Veterans Administration hospital in 
Cross Commission. He succeeds F. D. Indianapolis was announced in the 
MacCharles, executive director of the \pril issue of The Mopern Hospitar, 
Manitoba Hospital Service Association, will succeed Dr. Stone as director of 
Winnipeg, who has resigned from the the division of tuberculosis control tor 
commission. Mr. Millican will repre the state board ot health. 
sent Blue Cross Plan District 12, which William A. Taylor has joined the 
omprises all of Canada. He previously staff ot the bureau of special health 
served in the position trom December services of the Florida State Board ot 
1946 to April 1952. Health as a hospital consultant. Mr. 
Dr. David F. Stone has been ap Taylor, who is a graduate of Duke 
PT 





Recent campaiqn for 
Patgn | 


= 7 Bethesda Hospital, Hornell, N.Y. 


ALMOST 50% OVERSUBSCRIBED! 


Goal: $325,000. Raised to Date: $475,000 





For a fund-raising campaign to be successful it must, 
of course, reach or exceed its financial objective. In 
the recently completed campaign directed by this 
firm for the Bethesda Hospital, the oversubscription 
totaled almost half the original goal. This fact speaks 
for itself 

In reviewing a completed fund-raising drive, 
however, it is also important to consider the attitudes 
and reactions of those who participated in the appeal 
In this respect the Bethesda campaign can be rated 
as wholly successful. As Mr. Allen P. Loohn, President 
of the Bethesda Board of Directors, stated in a recent 
letter, ’. .. the outcome of our campaign has pro- 
duced many more friends for Bethesda Hospital 
and a better understanding of our problems.” 

If your hospital is presently contemplating an 
appeal for funds and it is your intention not only to 
raise money but also to build understanding and 
friendship for your institution...the fund-raising 
techniques developed by this firm during the past 51 
years can be as valuable to you as they were to the 
Bethesda Hospital 


Pre-campaign consultations invited 
without cost or obligation 








& REINHARDT 


. 











WARD. DRESHMAN 











Bureau of Hospital Finance 
30 Rockefeller Plaza « New York 20, N. Y. 
Telephone Circle 6-1560 








University’s program in hospital ad 
ministration, tormerly was assistant ad 
ministrator ot Children’s Hospital, Cin 
cinnatt, and administrator of Victory 
Memorial Hospital, Brooklyn, N.Y. 

Oscar McDowell Marvin Jr. and his 
wite, Jane Krauss Marvin, have been 
appointed short-term hospital adminis 
trator missionaries to Japan by the 
Board ot World Missions of the Pres 
byterian Church in the U.S. They will 
serve at the Yodogawa Christian Hos 
pital in Osaka tor three years 

John A. Dare, administrator of Vir 
ginia Mason Hospital, Seattle, has been 
elected president of the Washington 
Hospital Service Association, the Blue 
Cross plan tor Washington and Alaska, 
succeeding Walter A. Heath. Mr. Dare 
is Immediate past president of the Asso 
ciation of Western Hospitals and a past 
president of the Washington State Hos 
pital \ssociation 

Sister Olivia Marie, C.S.C., adminis 
trator of Holy Cross Hospital in Salt 
Lake City, Utah, has been elected presi 
dent of the Intermountain Hospital 
Service, Blue Cross plan for Utah. She 
succeeds John H. Zenger, administrator 
of Utah Valley Hospital, Provo. 

J. Albert Durgom, vice president of 
the Hospital Service Plan of New Jersey 
for the last three years, has been ad 
vanced to the post of executive vice 
president. Mr. Durgom, who is in 
charge of the plan’s enrollment and hos 
pital relations activities, had held the 
title of executive director since 

Dr. F. Webster McBryde has joined 
the staff of Gordon A. Friesen Associ 
ates, Inc., of Washington, D.C., as 


1937 


director of regional planning. He is 
in charge of the firm’s demographic 
and SOC1O-CCONOM 1M hospital planning 
surveys in the Washington, D.C., area 
in Latin America. Other appoint 
ments announced at the same time were 
Margaret D. McLean, associate pro 
fessor 1m Nursing education at the Uni 
versity of Western Ontario, who has 


an 


become director of nursing education 
and surveys for the firm, and John 
Lawrence Ryan Jr., assistant adminis 
trator of Spohn Hospital, Corpus Chris 
ti. Tex.. who has been named executive 
director of the survey in Costa Rica. 
He will be assisted by Greta Isabel 
Wolfe, associate director of nursing 
education and surveys, and Elfriede 
Thiemann, associate director of regional 
planning. W. Taylor Morrow, former 
administrative resident at Southern Bap 
tist Hospital, New Orleans, is now 
serving as executive assistant for the 


firm. 
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Running my hospital’s easier now! 


HoLLisTeR, FRANKLIN C. HOLLISTER CO. + 833 N. Orleans St., Chicago 10, III. 


And my job's far easier, too! 












Another tragedy compounded by 






Phita ACI» - 


vpaccit wi wecus rew. PASH aaurwe 
ever, state police described the | 
footprints as ‘“‘poor’’ and unsat- | 
isfactory for immediate compar- | 
ison. 







When tragedy strikes, a baby footprint taken at time of 


° ; T*¢ Crnavewnm Carerrtrae etatna na 
birth may provide the only means of identification. Time 
and again in these cases the report is, “No footprints for a Tukste ' PEE, a ’ velen 
Vida Motha,. ‘h 
le ie 
°r! quae- f Des 


. . 5 oO 
comparison, or Prints are poor Unsatisfactory prints her . J Night andcincass 
4 d n, . aoe 


oO tive B 
Terk yDounded vedvy | } Ce . Jeo , sj e 
again compounded tragedy in a recent Case in Pennsylvania a Person, tprint Law <amde, 
= , o : 00 
State Police sought to establish slain boy's identity through 'h hs 2 you a d 
i * 


comparison of prints with baby footprints of a missing boy 


Results were inconclusive 
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Now anyone can take 


PERFECT FOOTPRINTS! 







Unlike the old inky “souvenir” prints that rarely show the 
delicate whorls and ridges, baby footprints made with the 
Hollister FootPrinter are sharp and clear. The foot is 
pressed gently against the FootPriuter dry plate,” then 
ipplied to glossy paper for a perfect print. No special skill 


req lired. Take advantage of our special offer now 


SPECIAL! 


a Hollister FootPrinter with 
3 extra Replacement Plates — 








L'STER \ 


/ Foot’ Printer % 
| ; ’ 










FRANKLIN C. HOLLISTER CO., 833 N. Orleans St., Chicago 10, Ill. 





Please send FootPrinter and 3 extra Replacement Plates at the 





spectal combination price of $16.50 
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there's no substitute for standardized testing 


dependable results 


standardized reagent tablets, color scale and technic give you 
reliable readings 


full color calibration 


N7o]0 i °X-) a) ¢-]alel-1 gem 0) (0[-t Cone) ¢-]al*<-m ore) (6) am enaT-1a}°4-1-Mm car-] ame le male] amelaniie 
the critical readings: 34% (++); 1% (+++) 


easier to read 


NVZ0}0 ue -1- Mam 4 [=t-] goede) eum ove) (0) ammo l-)alalendle)al-mm cai celelosalele) aman - mmol i ialler-1ihY 
significant range 


color-calibrated 


CLINITEST 


BRAND 


the urine-sugar test with the color scale that never varies 


supplied 
Clinitest Urine-Sugar Analysis Sets Clinitest Reagent Tablets 
No. 2155 Universal Model No. 2157 Box of 24 (Sealed in Foil) 
(with 10 tablets in foil) ore Bots ial ole) 0) mol 010M tcl -1-]-ce lam mei) 
No. 2107 Bottle of 36 
No. 2106 Standard Mode! No. 2101 Bottle of 100 
(rah dam ele)aa(-me)melom ¢-10)(-16-)) \ (ove 004mm = 10) 041-0) 4010) 


iG 


AMES COMPANY, INC. (a ELKHART, INDIANA 


Ames Company of Canada, Ltd., Toronto 
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ne decline from last of 1956, building totaled $84,547,210, 


Voluntary hospital reports to the cent—a 0.7 per ce 
iweregating $269,010,440 to April 30, 


Occupancy Chart for the month of ars occupancy for April 
April indicate occupancy at 83.3 per From April 15 to May 13, new hos 1956. Ot the current 75 projects, 16 


cent of capacity t per cent over the pital construction totaled $64,838,700, are hospitals, 51 are additions to exist 


occupancy reported for April 1956 ind brought the year’s total thus far ing facilities, four are alteration proj 


Government hospitals reported 70 per to $290,270,770. For the similar period ects, and four are nurses’ homes 


\ , you get BOTH in ls and SPEED QUEEN 


VP 


( Lifetime Stainless Steel Washers and Extractors 


laundry equipment 


Speed Queen ' 
. . impiex 
Commercial Automatics s P 
ri r Steam 
A lifetime tub, rust-proof, chip-proof Gas, Electric or $ 
Bow! tub with agitotor and over Drying Tumblers 
flow rinse delivers linens cleaner Simple controls, fool-proof 
faster, safer. Transmission guaran r construction 16 to 100 
teed 5 years. Heavy duty model also “F tie Pp ’ . 
lable with baked whit mel agp Segal yaaa Stainless Steel “Self- 
ovaiia e wi akec white ename t tor . 
mt pee oe | Sere Balancing” Extractors 
top and Stainless Steel tub. Speed performance throughout the 
Q Com | Automatic D Four sizes—10-15-25 and 50 
veen Commercia utomatic Dryers world pound capacity feature auto 
n gas or electric heat also available matic ‘‘self-balancing” to re 
duce vibration and eliminate 
i : need for precise loading. Beau 
Simplex Simplex tiful—functional—durable. 


Upright, Open End Washers Gas, Electric or 
Full descriptive literature on any of 


a a 2 Steam Ironers om , the above equipment will be sent 
ish in cabinet or conventional A high capacity 48 : promptly upon request. Write 

design with a choice of man Super lroner for . 

val, semi-automatic or fully either gas or electric; ‘ —= SPEED QUEEN 
automatic models in 25-50-75 a 56° Master lroner ; ae ‘ 

and 100 pound capacities for gas, electric or 4 A Division of McGraw-Edison Co 
Complete simplicity of con steam. Capacity, dur — . SPEED QUEEN AND SIMPLEX 
struction . . . matchless year ability, manufactured | COMMERCIAL DEPT 
around performance. A choice by the oldest, most ¥ : 

of 28 quick-change, fool-proof reliable name in Ripon, Wisconsin 
washing formulas lroners 
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Field’s new Easy Chair...designed for omen 


The 


a comfortable chair specially designed for the patient 


the 


has engineel 


trend 


VI 


to get patients out of bed as soon as possible demands 


not just 


Now Field’s, ever alert to hospital requirements, 
| 


ed a 





chair to mee 





No 


6 


June 


this growing need. 


Recognizing that post- 
d comtort with 
out undu exact 

and m nts were researche 
and developed to make this chair com- 
fortable for Sitting in it 
patient or visitor. 


Comfort 
operative 


patients ne 
softness, th 


asurem 


anyone 


The right depth of seat, height and 
pitch of Teck all permit the patien 
to sit in a position oe long 
periods of time. And the specially de 
signed chair arms help brace the pa- 
tient lower himselt 
fully or who has difficulty 


resttul 


who must care- 


arising. 


Practicality ... Both back and seat 
cushions are removable for easy clean- 


in a heavy-duty 
plastic th: at wi —_ inds moisture of all 
kinds, including wet dre All dow- 
pinn wer for extra strength. 
the chair back 
ature. 


ing—and are finishec 


ssings. 
' 
cl yornts are 


Ihe legs extend beyond 


a special wall-saving te 


Appearance... The simplicity of the 
chair’s lines combines — with 
today’s modern design r fits easily 
intorehabilitation pl: etuceli lerareas. 
And this chair is built for years of hard 
hospital usag Selected Northern 
bieck is used on all wood parts and 
the special hard wood finish makes it 
impervious to scratches and stains. 
The cushions can be upholstered in a 
wide variety of colors and textures. 
about this chair 
omplete line of 


! furnishin 


For more information 
which part of the ¢ 
gs, write us 
rooms in the Merch 


1aN~ 


OSpital 
f 7 j, 
or o1sil Our ShO& 


dise Mart. 


MARSHALL FIELD & COMPANY - CONTRACT DIVISION 
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Here’s the revolutionary new 


pocket-size, instant ‘“wash-up”’ 


—for face 


NICE = LING —for hands ae =) 


COMPLETE, INSTANT WaSN.uP i M4 
FOR FACE AND HANDS. Fy) 
REFRESHES — DRIES IN SECONDS i Ny LM | 
x L/ L/ 


. — = & 


©. CLPAN 


NICE - CLEAN is a folded kerchief-sized paper 
towel saturated with a remarkable new, mildly 
fragrant skin cleanser and freshener. 


Packed in individual sealed envelopes, NICE - CLEAN remains 
fresh and moist; unfolds easily — ready for use without soap, 
water or towel. NICE - CLEAN towelettes cool and refresh 
instantly... dry in seconds. 


NICE - CLEAN On patient's food tray. 
adds a gracious note In OB Department—nursing care. 
to hospital service Bedside use—as a quick freshener. 
in many ways: General—“in hospital” use 


$U-310 $U-311 
Packed 2,000 per carton Now in boxes of 100 
for easy handling 
2,000 (One carton) (100 per box—20 bxs. per carton) 


2M to 8M $25.00 per M 100 to 1900 $ 2.85C 
10M to 24M 22.50 per M 2M to 8M 26.00 M 
26M or more 20.00 per M 10M to 24M 23.00 M 
26M or more 21.00 M 


Cleansing! \ $$$ S 
Refreshing! INSTITUTIONAL PRODUCTS CORP. 


161 SIXTH AVE., NEW YORK 13, N. Y. © Algonquin 5-3700 


BRANCH OFFICE: 9109 Sovereign Row, Dallas 19, Texas 
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TERMS: 20c a word—minimum charge of $4.00 regardless of discounts. No charge for ‘key number Ten per cent 


discount for two or more insertions (after the first insertion) without changes of copy. Forms close 


POSITIONS WANTED 


ADMINISTRATOR—FACHA 
ployed in a four hundred bed 
to make a change 

experience 


llitie 


managemer 
Apply MW 
North Michigar 


ADMINISTRATOR 
tration; M.S 


ADMINISTRATOR Nor 


I r lwe ine 


CHIEF PHARMACIST & 
MINISTRATOR Combinatior 
bed he , ex perienc 


he 


The Medical 
Bureau 


M, BURNEICE LARSON—DIRECTOR 


Telephone DElaware 7-1050 


NORTH MICHIGAN AVENUE HICAGO 
ADMINISTRATOR M.H.A four year 

director teaching hospita assisting 

im increasing capacity fron 


vear lirector »25-bed hospi- 


ADMINISTRATOR 


Administratior 


ASSISTANT 
Hospita 


ident, teaching hospital 


M.H.A 


administrative 


ministrator, 175-bed h« 


ADMINISTRATOR— Medical 
portant administrative assigr 
in both instance performanc 


tanding:; highly regarded in 


ADMINISTRATOR—Professional nurse B.S 
in Nursing; M.P.H., Hospital Administration 
400-bed 


three year assistant administrator 


general hospital 


FOOD SUPERVISOR-—B.S Major: Hotel and 
] 


Restaurant Management); excellent experience 
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MEDICAL BUREAU—Continued 
PATHOLOGIST 

athe natomy 1 Pathe 

: 150-bed 


WoopWARD 


y . 4 if 
| Medical Rrsonnel Bureau 
FORMERLY ATNOES 
3rd floorsias N. WABASH AVE. 
CHICAGO?s?t! 
® ANN WOODWARD ¢ Directoly 


(Business Admini 


ation) 


ADMINISTRATOR-—B.S 
M.S (Hospital Administr 


accounting, office and credit 


pita 18 months, assist 


teaching hospita ar 


nee ACHA. 


ASSISTANT ADMINISTRATOR—R.N., B.S 
M.H.A., 6 years private duty, 5 years, charge 
nurse and rvisor, Army hospital 

large general hospital 


interested in 


PATHOLOGIST assistant 
fessor and dire« pathology, univ 
nedical school and : wiate director 

teaching hospit middl ) Diplomate 


anaton 


RADIOLOGIST aye rained; M.S., 


o£ 1 year 


ri nedical school af 
filiated hospita ploms both branches 


INTERSTATE MEDICAL PERSONNEL 
BUREAU 
Miss Elsie Dey, Director 
332 Bulkley Building 
Cleveland, Ohio 


ADMINISTRATOR — Degree Admin- 


atior mate Tr rse 12 year personnel su 


Busine 


sultant. 2 years admin 


BUSI 


trator; 1 ears 


NESS MANAGER—-Or assistant adminis- 
10 4 ceounting and t iness man- 


ager ’50-bed hospital; excellent references 


ASSISTANT ADMINISTRATOR—Or purchas 
ing agent; M.S.H.A. degrees; resident 00-bed 
hospital, east; past years administrative as 
istant 

ADMINISTRATOR R.N. B.S. Degree, west 
ern university. director of nursing, year 
100-bed Nebraska hospital; 2 years nurse ex- 


ecutive 


PUBLIC RELATIONS DIRECTOR Young 
busine womar B.A 
including 


Degree; diversified ex 


perience personnel management 


large teaching center 


EXECUTIVE HOUSEKEEPER 2 years 


College; 12 years housekeeper, 200-bed eastern 


hospital 


(Continued on page 198) 




















vy); Diplomate 


15th of month 





ADMINISTRATOR—For 300-bed modern gen- 
eral hospital located in northern Illinois; appli- 
car must have several years successful ex- 
perience in similar post, including the planning 
f facilities, methods improvement, cost 

1, personnel and public relations. Appli- 
submitted in strict confidence 
Perrin, 19th Floor, 8 South 


acting as mediary 


cations may be 
through E. R 
Michigar 

for Hospital Board 


Chicago, 


ADMINISTRATOR — Assistant; female R.N; in 
charge nursing service nurse aide program, 
relief of administrator; sug- 
but varying with qualifica- 
be furnished; position 
view desirable. Apply 
Memorial Hospital, 
Highlanc 1ue, Red Oak, Iowa 


ADMINISTRATOR or BUSINESS MANAGER 
For mall general hospital near Milwaukee 
open: only experienced considered 
The Modern Hospital, 919 N 
nue, Chicago 11, Illinois 
ANESTHESIOLOGIST 


pital, located in mid-west desires an anesthesiol 


400-bed general hos- 


» § ime some administrative duties 

available for anesthetics Apply MO 
The Modern Hospital, 919 N. Michigan 
ie, Chicago 11, Illinois 


ANESTHETIST Nurse for 400-bed Joint 
ommission Accredited hospital; salary $46( 
month, 40 hour week 
overtime ork 1any employee benefits 


opportunity for 


Anesthesiologist, Mount 
ago 8, Illinois 

ANESTHETIST—Registered nurse 

ric salary open, three weeks vacation t 
12 days sick leave per year, accumula- 
to Personnel Director, Methodist 
Hospital, 1600 West 6th Avenue, Gary, Indiana 
A NESTHETIST—Nurse; position open in 134- 
bed general hospital; salary and living condi- 
tions very desirable; room, laundry and in- 
surance benefits furnished in addition to salary 
ocation on the east side of St. Paul with con- 
venient transportation to the downtown area: 
two other anesthetists on duty with a minimum 
amount of call. Write E. M. Garnett, Superin- 
tendent, Mounds Park Hospital, 200 Earl 

Street, St. Paul 6, Minnesota. 


ANESTHETIST—Nurse; immediate opening 
for 4 anesthetists to complete staff of 12 for 
382-bed general hospital with air-con- 
ditioned surgery salary commensurate with 
ability. Apply John M. Willis, M.D., 
Hamot Hospital, Erie, Pa 


modern 


Director, 


A NESTHETIST—Nurse; for 109-bed hospital 
two anesthetists with extra relief anesthetist 
no ob. call; alternate weekends off, week day 
off in alternate weeks. Contact Mrs. J. F 
Lindsey, Administrator, Retreat for the Sick, 
2621 Grove Avenue, Richmond, Virginia. 


ANESTHETISTS 


$400-$475 


Nurse; AANA members: 
per month; 400-bed general hospital, 
excellent working conditions, liberal personnel 
policies; T.O 16 anesthetists and one anes- 
Write Personnel Director, The 
Hospital, Honolulu, Hawaii. 


thesiologist 
Queen's 




















DIETITIAN 
Administrator tal, re r 
\rizona taff. Apy 
e Bui 


d distribution 100-bed general 


eae 2ECTOR . : DIETITIAN dministrat for food produc- 
ASSISTANT DIREC ro! ETI Admini f I DIETITIANS 


If I : t pits anding ‘ on 


pediatri« 


Chicag 
onsible 


C.A.H 


per 


ASSOCIATE DIRECTOR —+ ed mec 
nee ' NETITI 


ing sche ea liy ma progran I 
t De 


\ 
iffiliatior aster ‘ ar _ /- gener? 
Write Direct ar an tice Appl 
Pod Yorl F rede k. Mar 
DIETITIAN Administr 
i i(-bed general hospita 
l full-time medical 
ve 
Inistrat 


chigar 


DIETITIAN~—Therap 


genera 


Continued on page 200) 


Truly Nutritious Lemonade Lenco-?s* 


for less than 2¢ a glass...with GRANULES 





(VITAMIN C AND EGGWH/TE ADDED) 


Now with LASCO DELUXE FROTHY GRANULES you can 
mass-produce in minutes cool, refreshing lemonade—regular 
or pink—at a big saving. And LAsCO DELUXE FROTHY 
GRANULES have high nutritional value. Each 8-oz. serving, 
when prepared as directed, contains 33 milligrams of Vita 
min C—the average adult daily minimum requirement—plu 
ezggwhite for protein 


AVAILABLE IN THE 
A 10-oz. jar of LASCO DELUXE FROTHY GRANULES makes 
/ 


‘ 
FOLLOWING FLAVORS: 
eens gallons of uniformly delicious, nutritious lemonade, a 


Orange toe 
a ae D 50-lb. drum makes 550 gallons. That means less storage 
Lemon-Oranae eluxe } space—less breakage. And no refrigeration 1s ne f 
ennai F 
ROTHY More and more hospitals, institutions, hotels and restaurants 
Pure Dehydrated Juice LEMON are saving time, space and money with LASCO DELUXE 
FROTHY GRANULES. What's more, they're serving better 


*Orange-Pineaps “ CG ¢ 
ack Qaanhere *RANUL E- tasting, more refreshing drinks with the daily minimum 


/ 





—" 





Contains Vitamin © requirements of Vitamin C, plus eggwhite, in each glass 
Win teorbic Acid ; 

Added Egg Whi"? WRITE TODAY for complete details. We'll send 
. , along a Tested Recipe for Delicious Chiffon 
Pies made with Lasco Deluxe Frothy Granules. 


No obligation, of course. 


ALLEN FOODS, INC. 


oareeures * 
oe . 
Viner Foods for Hotels and Institutions 








. 


4 ‘ P . 4 Mic r 
1141-51 South Seventh Street, St. Louis 4, Missour 
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Qulecl MEALMOBILE 


The cold section of the new 

IDEAL Mealmobile gives you a refrigerator 

on wheels . . . eliminates the problem of handling 

and freezing dole plates. A unique blower arrange- 

ment maintains an even temperature, selected by 
thermostat, throughout the cold compartment. 


The IDEAL Model 9020 BCT delivers with 

SEAMLESS “kitchen control’ 20 meals of hot and cold foods 

TOP GUARD and dispenses both hot and cold liquids. This new 

Eliminates dirt catching IDEAL Mealmobile is truly a new plus 
crevices: DORR: CONGTS: ae = in food serving efficiency! BEVERAGE 


permit easy cleaning. Ex 


nded eden of peed —e. 
- H 7 Exclus » Ideal ‘ 
= mq pe —_ sliding & 4 REFRIGERANT bavanaae Semmens fea 
COMPRESSOR static eonteel. Whinomabae 
- : e V%, H.-P. refrigerant co insulated from each other 
by . oe press protected by : ond from the remainder 


of the cart, they can 


5 


y 30. stainle 
ty 3 rmostat c carry both hot and cold 
n liquids. Each well has 

52 quart capacity 


LOCK SEAMED 
INSULATED DOORS 


Exclusive Idea! overlapping 
doors provide positive seal 
regordiess of temperoture 
extremes. Easy to open and 
Glass fiber insula 
reduces temperature 
change inside comport 
ments 


F 
i. Model 9020BCT ‘SS 


MECHANICAL 
COOLING 
NO-TIP SUPER SIZE 9 * vr cve diowe 


angemen PeDs 

TRAY GUIDES DRAWERS temperature within the 
Exclusive no-ftip car apetlbingens cocperaagaal 04 ye 

Seven heavy gause throughout Drip 
guides allow tray to cluminum drowers trough and cup catch 
be pulled out all the in the heoted sec water sesulting from 
woy and kept level tion Each holds condensetion 
for _ drawer - to - tray three 9” plates pli eliminate puddies on 
serving without lift- three side serving bottom of cold section 
ing tray to top deck dishes. Safety stops 
Affords speedier ond nome cord 
service and less holders 
chonce for error. 





Made only by the 


Write SWARTZBAUGH 


for FREE 
CATALOG MANUFACTURING 


HOSPITAL EQUIPMENT COMPANY 
Poured! ine Frtconcd! Ay pplals 











MURFREESBORO, TENN, 
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ii 


Lake Michigan: hospital fully accredited by 
Commission A.M.A. approved program 
terr technicians and x-ray tech- 





irsing written personnel 
t alary $6500 
1 required. Ap- 
Hospital, 919 N 
1, Illinois. State EDUCATIONAT 
now; Master legree 


Departr 


Wauke DIRECTOR 100-bed hospital 


being en r d tc Tt adequate 
training ar I 
Apply Administ 


NURSING SERVICE—24 
2 a tia, Minne 


apt € 


TOR Maste 


} ral 
gx desirable 


DIRECTOR F NURSING EDUCATION EDUCATIONAL DIRE(¢ 
Man or oman: J.C.A.H. approved k-bed ¥ ‘ 


experience ' ea 


ASSOCIATE DIRECTOR OF NURSING 
SERVICE Responsible for nursing service in 


t ont 


HOUSEKEEPER Fixe 
DIRECTOR OF VOLUNTEER PROGRAM em ployee {0-be , 


For (-bed general hospital excellent of 


The Moderr 
nue, Chicag 


DIRECTOR OF NURSING fessional womer 
place retiring director It administratior 
n implement 


(Continued on page 202) 





UNCONDITIONALLY GUARANTEED 


HOSPITAL SHEETING 


of every type and weight 
ALL RUBBER + FLANNELETTE + PLASTIC 


oe *” > 
> Guaranteed by ~ 
Good Housekeeping 
* . 


gat 


_— 
~ 


"45 apveanest 








*4 


: WONTARE 
ELECTRIC HEAVYWEIGHT 
CONDUCTIVE : PLASTIC 
SHEETING The most durable type of un- 
Double coated fabric. Conforms +: supported heavyweight Vinylite 
to specifications of National sheeting, embossed. Soft, flexible. 
Fire Protective Association Will not crack or stick whether 
Color: black. .020 thickness. wet or dry. Can be sterilized. 


RUBBERIZED 
heav yweight 
COATED SHEETING 

Double coated hospital sheeting. 
Guaranteed to comply with all 
the requirements of CS TS-355la 
as issued by the National Bureau 
of Standards and Federal Speci- 
fication ZZ-S311A. 





beecccees 








Available in 12, 25 and 50 yard rolls. 


PLYMOUTH RUBBER COMPANY, INC. 
The Largest Rubberizers of Cloth in the World 
Canton, Massachusetts 











The MODERN HOSPITAL 








Nurse, 7 
when will my 
doctor be here? Eas! y 


to your present 


ed VISUAL nurse call system 





He's expected 
shortly, 
Mrs. Jones 





Executone’s DEPENDABLE Audio-Visual 
Nurse Call System Cuts Foot Travel in Half! 


your present visual domelizht 
uses existing conduits or Just of f the press! 
it vou with a modern Audio-Visual 
! All accomplished with no inte rruption “Better 


nstallation . 
Patient Care” 


How Executone comn 


elp 





old and ne are discovering the econo- 

1 of Executone’s Audio-Visual system. 
patients are handled with less effort, in less time! 

e hospital reports that Executone has reduced operating 
86 per bed. /t is an invaluable aid in relieving the 

e shortage e Audio-Visual Nurse 


1, the patient activates signals at three de by thst ten 


ht on nurse's control station, corridor dome 
on duty stations. The nurse presses key to 
| System may be installed complete, added 
t systems, or installed without domelights. 


eeeeneeeveeeeeeeee . . eoeneeeeeeeeeneeeeeee 
° — EXECUTONE, INC.. D . 415 Les Ave., New York 17. N.Y. 
° Without obligat : tary copy of “Better 


hiecilone ] 


\ I 


HOSPITAL COMMUNICATION SYSTEMS uiaibaslad dh eeca eat ae ae 
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POSITIONS OPEN 


LIBRARIAN—Medical record 
r Salar 


Woman's 


Continued on page 204 





Y for CORRIDORS 


without inter: jiate support— 


DESIGNED ESPECIALL 


nan . in 
~SpPpans AF - 








IN YOUR HYPO 
FIXING BATH 


SIMPLEX 


wall-hung 
aluminum 
acoustical 
ceiling... 


> than you may be au are of! 


silences noisy corridors, permits 100% access to services, 
offers permanent finishes which cut maintenance costs some 90% 
and lasts a lifetime! Proven by millions of square feet in leading 
schools and industrial buildings. Manufactured by 


hospitals, 
New York 19, N. Y. 


SIMPLEX CEILING CORP., 552 W. 52 St., 
SIMPLEX CEILING CORP SEND ME 


552 W. 52 St., New York 19, N. Y. (1 CORRIDOR 
BOOKLET 


CO BOOKLET , 
ON CEILINGS : :, Write: Willier 
FOR MOISTURE We also handle silver from tere eg 

Lux Lane 


AREAS 2 
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Name 
Firm 


Address 


WN eeeeeseneeses 


City 














SANITATION 
IS JUST ONE 
GOOD REASON 


VERSATILITY . . . Sturay, storable and 
disposable, these Sealkraft bottles are 
outstanding in their value as specimen 
bottles and other types of laboratory 
work. 


LaBorarory © "ey 


HISTORY these plastic-coated labor 
atory containers are imprinted on the 
side to facilitate immediate notemaking 

these will insure future accuracy of 
laboratory work 


Just ask your Nurses... 
they prefer one-service containers 


N' RSING carries enough heavy responsibilities without imposing extra 
duress. Using disposable paper containers sharply reduces the danger of 
contagion or cross infections on busy floors . . . lifts one more worry from the 


nurses load. 

: F ; ; , a ; ’ ACCURACY . . . paper measure cups 

And especially during the night, disposable containers eliminates much onerous, Gre imprinted on the side for accurate 

time consuming housework normally done by non-professional people. Yes! your — medicinal dosage . . . partially trans- 
: j a ’ . ; lucent, they are easy, quick to use. 

nurses prefer one-service containers and youll appreciate the fact that you can 


get them from one source ... Sealright. 


qh: BN 
SEALRIGHT Please send for samples 


SANITARY SERVICE 


}; = -f SEALRIGHT CO., INC., Fulton, New York 
‘ J Just Write 


Name 


Sealright neve 


Address 





Oswego Falls Corp.—Sealright Co., Inc., Fulton, N. ¥.—Kansas City, Kansas 
—Sealright Pacific Ltd., Los Angeles, California—Canadian Sealright Co., City 
Ltd., Peterborough, Ontario, Canada a 
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NURSE—Registered interested in teaching 
practical nursing; opportunities to develoy 


own program; school not approved at present 


desire individual capable of developing pro 
MISCELLA NEOUS—Staf Nu la -be« los pits r t 1id- gram which will meet State approval si 
econ gia M : bet t t r town located in southeast Pennsylvania. Apply 
‘ 4 MO 144, The Modern Hospital, 919 N. Michi 
gan Avenue, Chicago 11, Illinoi 


Super , 


NURSE: 
air condit ‘ 108 pital ( People me ‘ ‘ 1 an nit: a 
-eks vacation 
nurses, 
odic increme 
or college study through bachelor’s 
rran Write Director of Nursir 
igene Talmadge Memorial H 
llege of Georgia, Auguste 
NUI 


tSES-— General 
bed genera 


available at $ ) per vear 
irity and pension Send full information 
Director of Nurses, Brattlebor Retreat 


ebore Vermont 


(Continued on page 206) 
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S$ STEEL Sanefte 


presents the 


MOST ADVANCED TYPE of 
Sanitary Waste Receiver 


ONE INVESTMENT! SAVES MONEY! 


c 
All stainles steel ... tor permar 


¥ : ° c ' . : Step on pedal. Pail 
quick sterilization, tor stit 7 a can be removed 
H-20 is the onl 1 without contact with 


My | ( } : : 
Ge! 5 ) v infectious waste. 


receiver that meets todays demand 
absolutely sanitary handling and dist 
Three sizes; 12, 16 and 20 qt. capacitie 


Exclusive Design . . . no contact with 
infectious waste because the handle 


removes the inner pail remains outside, 


away from contamination with content 

Cover closed : 
receptacle can be 
moved about with 


a SANETTE WAXED BAGS _ The wid, ewe handle. 


ose of waste. 





r he aqenuine 
f € yenu 


c 


anette trademarked beas contain 50% m 


MASTER METAL PRODUCTS, INC. , 307 chicago st, P.O. Box 95 
BUFFALO 5, N.Y. 
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Guide 
to Better 
Pharmaceutical 
and 
Drug Buying 











496% HONEURARY DOAUC IVLIdSOH LS6I 








YOUR “ENCYCLOPEDIA” OF PHARMACEIL 


The Mckesson Hospital Reference Book is the most convenient, 


de for every drug and pharmaceutical 


ry) t ) Tu l 
| | ) 1\ Y vu 


is the only one of its kind. It is 


200 hospitals served as a panel in compiling 


s list of a// manufacturers’ products To save your 


) three sections, each arranged alphabetically: 


All products, with prices 
Listing by manufacturers 


l stl 


ng by therapeutic class 


addey ature tl year—special section with convenient 


An 


weights and measures Cl 


Marts, 


With the McKesson Hospital Reference Book you can find 
it instantly without poring through many cata- 
a follow-through, McKesson will give you 


of even rare drugs and pharmaceuticals 


what you wal! 
And as 


delivery fast 


logues 





Serving Americas Hospitals 
BETTER...by MCKESSON 
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FACTS—AN EXCLUSIVE McKESSON SERVICE 
Complete Hospital Service — Over 4,000 American Hospitals 
now use MckKesson’s new, complete hospital services. Let 
your local McKesson Hospital Representative show you 
how McKesson can simplify your buying and ordering 


from one local source with complete stocks. 

“Rex” McKay Service — For latest pharmaceutical informa- 
tion, rely on “Rex” McKay, our Prescription Department 
Specialist. 

Hospital Pharmacy Fixture Service — Save steps, save space 
with McKesson’s specialized fixtures designed particularly 
for hospital pharmacies. 

Personalized Service Let the McKesson Hospital Repre- 
sentative tell you about the personalized service he can offer 
you, tailored to the needs of your hospital pharmacy. 


If you do not have this valuable Hospital Reference Book, send 


the coupon — or ask “the man from McKesson” for your copy. 


Hospital Department, McKesson and Kobbins, Inc. 
155 East 44th Street, New York 17, N. Y 


Please send me my free copy of the 195 McKesson 
} 
Hospital Reference Book 


Name 














ISI 


NURSES Registered; immediate opening 
starting salary $240 month with opportunity l ‘ 
P 0 § | T | 0 N § 0 P E N for advancement; room, board and laundry ar Alaska; st 
nual vacation, liberal sick leave, 40 hour a $10 re 
jay week Apply Personnel Office, Menta 
Health Institute, Independence, Iowa 








NURSES~—-Regist 
150-bed tut 


base pay o 


NURSES—Registered; Massachusetts Genera 

Hospital, Boston, Massachusetts; excellent clini 

cal facilities, opportunity for advancement and 

alent . attendance at local colleges; liberal personne torium, Bartlett, Al 
maximul policies Apply Personnel Department A-1( 
ront for further details NURSING Staff; 
plus tw meals 


NURSES Registered; psychiatric hospital ix paid holidays, | 
beral personnel policies ; 40-hour week, attrac tior Apply Directo 
all shifts Eye, Ear and Thr 


ser N.W Washingtor 


tive residence; positions available on 
lifferential salary for evening and night 


Inquire Director of Nurses, Essex Count 
NURSES—Staff; for 


e 

Overbrook Hospital, Cedar Grove, New Jerse 

n Florida's west coast 

NURSES—Registered; Excellent benefits 11 policies compare favors 

ling forty-hour week, four week vacati« ares 0-hour week, 4 v 

annually, assured annual rease, shift rotation: Florida registratior 
ibutory retirement piar 


to $6420 


lifferentia non-contr 
d medical coverage; salary $4440.00 
lepending on degree of qualificatior here 
l areas your e to answer a challenge and 
r take srow with it. For full de 
3 per quarter nd address to Miners Memorial Hospital Ass 
r masters de 3ox No. 61, 110 Logan Street, Williar 


tail send your name 


the campus r est Virginia 
rthwest is a 
and work. Write to NURSE--Registered; for 36-bed hospital; start 
vice for full informa- ing salary $205 per month; Blue Cross benefits 
School Hospital, 3181 ick leave, etc. Apply Superintendent of Nurse 
R 1, Portland 1 Hospital District No. 24, Box 330, Altona 
Manitoba 


(Continued on page 208) 


HOSPITAL PLAQUES |] 


and signs for every purpose in . 
BRONZE and ALUMINUM ARMSTRONG 


BABY INCUBATORS 





THE OPERATING UNII 
| OF THIS HOSPITAL WAS GIVEN]f ee oy 
ae OF one for each specialized need 
#] JOSEPH BROWN WHITEHEAD. JR ee 


Armstrong X-4 
(Nursery-Type) 


Hospitals from coast to coast have 

SURPRISINGLY gotten the best for less because of our Armstrong X-P 
unsurpassed facilities and years of na- : 7 5 - 

LOW COST | tionwide experience. It will pay you to (Explosion-Proof ) 

. look over our new catalog, prepared 

Everlasting beauty. especially for our increasing clientele 

Free design service. | in the hospital field. Why not send for Armstrong DeLuxe H-H 

sslacdeanaiaes (Hand-Hole) 


Room and Door Plaques 
Directional Signs Write for detailed bulletins—or 
yr nip 3 Plaques use our free telephone service. 
emorial Plaques 

Building Facade Letters 

e| Plaques to Stimulate Fund Raising 


GIBNEY 


MORIAL WING 
: THE GORDON ARMSTRONG CO.. Ine. 
502 Bulkley Building 
Cleveland 15, Ohio CHerry 1-8345 ~O 
& 





“Bronze Tablet Headquarters” 








Write to 
UNITED STATES BRONZE siGwm co., inc. e 
570 Broadway, Dept. MH, N.Y.12,N.Y. @ Plant at Woodside, L.I. | 
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It’s worth a few 
minutes of your 


busy day! 


At St. Francis Hospital in Lynwood, California, 
“traffic jams” on the telephone switchboard 
often tied up inside telephone calls—constantly 
threatened vital services. Then P-A-X was 
installed, and today the danger is past. Even 
if emergencies swamp the city telephone lines, 
inside calls continue without interruption, through 
the separate, automatic P-A-X Telephone System. 
How this is done is quite a story. You can 
read it in three minutes—and you ll agree it was 
well worth the time. Just ask for the ““P-A-X 
Case History on St. Francis Hospital.’ Address. 
Automatic Electric Sales Corporation, 
1033 W. Van Buren St., Chicago 7, Illinois. 
In Canada: Automatic Electric Sales (Canada ) 


Ltd.. 185 Bartley Drive, Toronto 16. 


This booklet gives 
facts and figures. 


Write for it! 
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sor and clinical instr rECHNOLOGIST 


1 hospital; good personnel cie hospital in a cit 
0.000 Write or call collect on Lake Erie 
nnel. Sioux . Pathologist, St 


ith Dakota 


rECHNICIAN—Laboratory and X-ray 


r female; A.S.C.P. required; salary open ( 2 
rotina to 48 hour week as desired; 2 week yearly Woopwa 31) 
. ri sick leave; new small hospital i 
PHYSICAL THERAPIST 10-bed ge | ho i pond { 
mir to altitude 400( eet o ents ‘2 : 
pital; physical therapy department recently ataeaibliaale ne ates se om eMhoced a Da * Medical Parsonnol Bureau 
re vo eg sel salar cai i Sct Watally: Maasieis. dleuniaea ti : FORMERLY AZNOE'S 


therapi eeded acary oO tga cima excellent school. Write Administrator 3rd floorsi8s N. WABASH AVE. 


- aAieeigioet Schell egae EA parses Hospital, Bagdad, Arizona, stating salary de- “ CHICAGO®s |! 
\ *® ANN WOODWARD * Dikectol. 


Borge pits 4 n r 
ire 


bed . P t = , ate : rECHNOLOGIST— Medical registered 
the metropolita let 7 ewe degree ot b al hospital, college town, 20 miles we ADMINISTRATOR 
‘ ‘ Par ) ilwaukee, major expansion program it os pit ne f 
zy new department of laboratory medicine ACHA 
tarted in spring of 1957; affiliation with 
sae College for training of medical tech 
pong i pit thorit syne Road ow in development stage; full time 
Wayne. Michigar pathologist Apply Personnel Department 
\ cesha Memorial Hospital, 725 Americar 
SUPERVISORS ie, Waukesha, Wisconsin 
psychiatr and clir ervisor -b rECHNOLOGISTS—Medical; (2); modern ex- 
hospita approved ntern-re ent yrogran panding Cumberland Valley Hospital fully 
school of irsing accredited; € llent TOV college town 40 hour week, 10 
ginning salar pension plar ‘ ’ fe ir lay ie eave ocial security > weeks va- 
irance four week t pI -erso! congenial relationship maintenance if 
automathk annual increments start 


yea 
Chambersburg Hospital, Chambers- 


Director, Christ pits ncinnati ii 
< per r. Apply F. J. O'Brien, Admir 


SUPERVISOR—O.B 


Pe Gra Pennsylvania 


yree 


(Continued on page 209) 


Remember... 


for quick, de- 
pendable protec- 
tion to nursing 
bottles .. . use 
the original 
NipGard* covers. 
Exclusive patent- 
ed tab construc- 
tion fastens 
cover securely 
to bottle e For 
High Pressure 
(autoclaving) .. . 
for Low Pressure 
(flowing steam). 








NipGard 


TRADEMAR K 


American Appraisals help hospitals 


DISPOSABLE onal ' 
NIPPLE COVERS... control property accounts 
provide space for identification and for- American Appraisals supplemented with contin- 
mula data. . . instantly applied to nipple; uous service to record changes in physical assets 
save nurses time...cover both nipple and and fluctuations in value provide a sound basis for 
bottleneck. Do not jar off. No breakage. keeping hospital property records in line with 
Use No. 2 NipGard for narrow neck bottle changing property facts. 

... use No. H-50 NipGard for wide mouth ; : 

(Hygeia type) bottle. Be sure to specify The 


type desired AMERICAN APPRAISAL 


THE QUICAP COMPANY, Inc. [i amhMane Company 
110 N. Markley St. cay NipGards. Protes- Leader in Property Valuation 


il sional samples on _ ; 
Greenville, South request. Home Office: Milwaukee 1, Wisconsin 
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reflecting ...a world literature unique in 
modern intravenous anesthesia 


A 
A 


high degree of safety and convenience 


agy 


are but two of the many 


intages that have made Pentothal Sodium the world’s most widely PENTOTH, LL 
used intravenous anestheti 


No other agent has been studied so 
thoroughly 


s 
over 2500 published reports—for such an extended Sod I U mM 
period of time—23 years. These are solid reasons for your continu (Thiopental Sodium for Injection, Abbott) 
ing trust in Pentothal Sodium as an agent of choice 

in the administration of intravenous 


aa 
; anesthesia. (libot! 





no pain 
no memory... 


os 


IN PEDIATRIC ANESTHESIA 


How important —and yet how simple—it is to:spare the child the 
emotional shock of the operating room. With Pentothal administered 
rectally, you can put the patient to sleep in hisown bed, where he 
awakens untroubled after surgery. And Pentotha! can be used safely 
in a wide range of anesthetic and surgical procedures... as a basal 


anesthetic or as the sole agent in selected minor (le ) 
procedures. Complete literature available on request. bbott 


Sodium 


(Thiopental Sodium, Abbott) 





MEDICAL BUREAU—Continued 


DIRECTORS NURSING a) Direct 


irse ospita iniversity affilia 


privat 














ideal Florida location 
$4500 (b Director, 


Vice 600-bed hospital 





1,000; east (c) Director 
450-bed university affiliated 
hospite strong executive ability required 
MEDICAL BUREAU Continued ‘ 4 year ex pansion top salary most 
lesiral West Coast city. (d) Assistant di- 
tside United States; excellent op- 
, F n itilize executive ability, leading 
mie a nter, I west c) tor of pro y é 1ospital; English-speaking staff; mild 
WOODWARD—Continued fol oii oluntary general hospital, climate: $6-7000. MH6-4. 
ISTANT ADMINISTRATORS \ { b f y in h-45 le ee, ( 
er urge teaching  hospits r lerable x perience $1 ( ast a) EXECUTIVE HOUSEKEEPERS a) Large 
east dret 1Ospl rector ntary @ l al 4 i reneral hospital; most renowned resort area, 
(b) Head department 
00-bed hospital acatior 


ican border MH6-5 


EXECUTIVE PERSONNEL (a Busines 
nanager with strong background in account- 
ing: 400-bed hospitz affiliated medical school 
manager; 250-bed hos- 
town, southwest c Food 
2500-bed hospital, south. (d) 
complete charge all mainter 
; \ NESTHETISTS— (a) Sp ne eae ene ance 5 d hospital midwest (e) Purchas- 
Tt Baa d [ Senki made manda aoa canine ean ing director; 350-bed general hospital; Master 
ye e ica a a ee bas O790k ‘ nee in ospital Administration desired, not re- 
; - pct ane aoe " e ; ni : as quired; college town, midwest. (f) Personne 
Bureau “ae : #5 " “ 5 ce a panera Ns ‘ ee directo 00-bed general hospital; college town, 
5 = ie eared ae ; ; heeoes Pennsylvania. (g) Director, personnel, public 
M, BURNEICE LARSON—DIRECTOR pasha cies ci. RAR relations; 550-bed hospital 
, ‘ ‘ a M H6-¢ 


850 employes; east 


Telephone DElaware 7-1050 sa “ear taie cal aeaaliat mae 
900 NORTH MICHIGAN AVENUE CHICAGO vest FACULTY POSTS—(a) Foreign assignment 


i funda ntz of nursing, 300-bed air- 
ADMINISTRATORS (a) lirector ‘ hief; brand nev al, conditioned merican owned hospital; $8800 
alifie e-organize me a taff ar dire ‘ pits pens September; midwest; t air transportation ) Pediatric instructor 
affiliating students; conduct 
er easter! ‘ rences iniver appointment, $5000, 
es. MH¢ 


tructor, teach physi 


(Continued on page 210) 


Have you seen America’s Outstanding Space-Saving Filing System ? 


“The System that Makes 
Shelf Filing Practical!"’ 


The Only 
Filing System 


e With and without easily 
operated Drop Doors! 
Typical 
@ Units from 7 to 10 Visi-Shelf Hospital Installation 
openings 
a 


SEND COUPON TODAY FOR FULL DETAILS OF THE VISI-SHELF FILING SYSTEM ' Visi-Shelf File, Inc. 
225 Boodway 
New York 7, N.Y 


“= 
Please send free catalog describing the new Visi-Shelf Filing | 
- . System for Medical Records and X-Ray Negatives 


Name 
225 Broadway CE Cl ae A MM Aciciress 
City Zone State 


Sa hs a se oe ee, a ane, cee oe 
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ISI 


INTERSTATE MEDICAL PERSONNEL INTERSTATE—Continued 


POSITIONS OPEN BUREAU PECHNICIANS—Lab 


Miss Elsie Dey, Director said iilaiadias 
EX RK OUSEKEEPERS 
MEDICAL BUREAU—Continued 332 Bulkley Building at i eeede Te ti ' 


microbiology chemistry 150 students 


nal director; plar Cleveland, Ohio 


tudents noted genera 





dwest. (di Educath 


ADMINISTRATOR (a) Small western ho 


medical center : 
pital b 100-bed specialized hospital, east 


ictor medicine, psy 
MH6-7 c) R.N assistant superintendent »0-bed 
hospital, Iowa. (d) R.N.; assistant; Orthopedi 
MEDICAI RECORD LIBRARIANS 4 hospita 
Chief organize lepartment 50-bed medica 
irgica hospital opens September $5601 CHIEF ACCOUNTANT a) New 250-bed SHAY MEDICAL AGENCY 
b hospita central state (b) 150-bed Ohik 


beautiful iburb, leading cit midwest P 
( hic f: large ; nl ern ; an hir my ‘hoe hospita Blanche L. Shay, Director 
Florida vacation land: $5500. MH6-8 (0-bed hospita West Virginia (e dit 

si ; 1. Ohic 55 East Washington Street 


bed hospita mid-west 
ideal 

anawger 0-bed hospita 
STAFF NURSES—Foreign assignment it ‘. Ss , 
tanding American company; air-conditione: PERSONNEL DIRECTOR (a) New Chicago 2, Illinois 
hospital, living quarters; employ golf, tenni center; east b) 350-bed hospita 


witiming; $7800, : trave MH6-9 state 0-bed hospital, Pennsylvanis : rRATIVE PI! 
-bed hospital. MN hronic cree 
SUPERVISORS t ssist teaching board of 
education sponsored practica iurse progr?! m DIRECTOR OF NURSING 
orgar hospita southeast 38, U6 

Michigan 

jucationa 
renowned lOSpits i rné 
tiona « tropical resort; $ " i CHIEF PHARMACIST a 
Ready a ime responsibilit lirecto irsing Ohi« t ( be Michigan 
service i é , 
yn Mexican bor 100 p ) Operating CHIEF RECORD LIBRARIAN 
oom new U00-bed l hospits £6400 ir east (b) 400-bed Ohix and Penr 


ita 


(Continued on page 212) 





A NEW 32 PAGE REPRINT TUMUNAR SB 
ON PULMONARY FUNCTION NUMBER 
TESTING 76 


Contains — 

How to plan a Pulmonary Function Program 
Equipment necessary for office or small hospital 

What Pulmonary Function Tests can do 

What Pulmonary Function Tests cannot do 

Equipment necesssary for all Pulmonary Function Tests 
Proper kymograph speeds for Pulmonary Function Tests 
Results of tests and treatment 


Spirograms, x-rays and case histories 


Helium method for Residual Volume—directions, apparatus re 
quired and calculations 

Open circuit method for Residual Volume—directions, apparatus 
required and calculations 

Arterial saturation in many forms of Pulmonary Function dis 
orders with charts and explanation of conditions 


Bronchospirometry— indications, contraindications with descrip 


caine wiiinc liens THE ANSWER TO PUBLIC SEATING PROBLEMS 


Fluoroscopic estimate of Pulmonary Function—what it does Looking for a chair that will take heavy abuse 
what to look for and still retain a fresh, new appearance? Here 
Plus many other items of valuable information it is — Hampden’s No. 76 — a chair that is 
built to take it. Chip resistant finish, tubular 


WRITE FOR YOUR FREE COPY — NOW steel construction, handsome design and ap- 
ASK FOR REPRINT “M” pearance make this first choice with people 


who know public seating requirements. 
WARREN E. COLLINS, INC. 
Write Department 6F 


Specialists in Respiration Apparatus — 
555 HUNTINGTON AVE. e BOSTON 15, MASS. oe eee ee oy Dace’ Sots 
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A NEW DIMENSION 


in therapy regulators 


n ew All parts are precision machined 


. no maintenance problems 


Nn ew Self-reseating safeties for patient 


protection 


NEW Exclusive REGULITE adjusting cap 


for error-free flow setting 


n ew Engineered for vertical positioning 
of humidifier 


NEW stabilized seats prevent freezing, 


vibration and seat ignition 


D 


H.P.O 


New LIQUI-MED Therapy Regulators present an 
ly new dimension function! They have 
expressly for use by hospital 

Absolute accuracy and ease of 

re designed in... mistakes are 


are 


UI-MED Therapy Regulators are so simple 
so practical, and have so many new 

es that they virtually obsolete any equip- 
are now using. They are as safe as 

lern science can make them. Chromium 


1 is easily cleaned to hospital standards. 


nisl 
LIQUI-MED Therapy Regulators are not only 
he finest your hospital can buy...their modern 
lesign, maintenance-free construction and 
rability also make them your -dest buy for 
ng-term, true economy. Write to The Liquid 
arbonic Corporation, Medical Gas Division 


r full particulars 


Liquid also produces famous 
RED DIAMOND Medical Gases. 


MEDICAL GAS DIVISION 


THE LIQUID CARBONIC CORPORATION. 


3100 South Kedzie Avenue Chicago 23, Illinois 
Branches and Dealers in Principal Cities * In Canada; IMPERIAL OXYGEN LTD., Montreal 


88, No. 6, June 





















59 East Madison Chi 















b I h 4 ADMINISTRATORS a) 
ean : e midwe metropolitar it a 
O-bed nh pita vest aiary 
EXECUTIVE HOUSEKEEPERS 1) Ea bed hospital; southwest; $6,00 
; bed hospital Washingtor 
r a iT € 4 , “9 
Jo-bed hospital Texa 3 
e capal eve reoreg : -b hospita New FE 
’ } S hea r be t g be ith 
i € iy ’ Midd we 
ita r t f 60,006 immer ASSISTANT ADMINISTRATO 
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»»2=with SILENT 


White Silent Floor Cleaning Equipment is especially made for use in 
hospitals and institutions where quietness is essential. That annoying 

slamming of buckets and mop wringers in corridors and patients P) 
rooms is eliminated in White Silent cleaning tools. The buckets are 
fully insulated with a heavy rubber base and at all points of metal 
to metal contact. 










Illustrated at the right is the famous White Silent mopping outfit 
which consists of two insulated buckets, a ‘’‘Can’t Splash” wringer 
and a special designed truck mounted on large soft rubber wheels 
and fully protected by rubber for silent operation. 





The Silent ‘Rol’ Ovi’ mop wringer below is equipped with rubber 
rollers. 





White floor cleaning equipment is quality thru-out with years of 
service built-in, plus the added feature of Silent operation. 


for silent operation, 








WOES Canad 
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MEDICAL EMPLOYMENT SERVICE 





ith -bed h : . " 7 7" 
Laboratory and X-Ray Technicians, Therapists 






ELIMINATE floor cleaning NOISE +-«*=}--:: 


WHITEY MOPZUM says! 
All metal contact points 
are thoroughly insulated 


WHITE MOP WRINGER CO. 
9 MOHAWK STREET ¢ FULTONVILLE, N. Y. 





The ONE complete line of FLOOR CLEANING EQUIPMENT 








MEDICAL EMPLOY MENT—Continued 
RECORDS LIBARIANS— (a) South; 100-bed 
cago 2, tl. salary $400 per month b Midwest; chief 


ANdover 3-5663-64 alary 3400 
Alfred E. Riley, R.N., MSHA Director PHARMACISTS a) Chief; Ohio; salary open 





b) Chief; California alary open 


lar open * PLACEMENT BUREAUS 


€ ane Y d) 

quell PROFESSIONAL PLACEMENTS 

) per annun 

Raxco Agency 
— wii 432 North Lemon Avenue 
: Ontario, California 
A. G. Turner R. T. McHugh 

RS (a) RN 

ae EO Free counseling service o those interested ir 

S i pa medical placements in the Western states. List 






















DIRECTOR OF NURSES-——(a) New England 
NURSE ANESTHETISTS—(a) South; 100-bed my epen:; Maange Sepak BS. Bape ; 
i -beds; excellent school of nursing; progres INDIANA MEDICAL BUREAI 
hospital; one other anesthetist; $¢ (b) Califor < 7 
ive (b) 400-bed hospital outhwest chool 12 Bankers Trust Bldg 
ia \0-bed hospita { in department; no O.B ‘ee te S e fe eee ete Sanacers sfu 10g 
of irsing; M.S. Degree; salary ope » Wi : 
Hawaii; 200-bed hospital, fully ap- onsin, Catholic hospital; excellent ial aul lianapolis, Indiana 
pr ed X be reimbursed for trar sing: salary oper j Ohio: 500-bed hos- 
; ' x ee ‘ . ¢ 84 ; Opportunities in n t areas for Administra 
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th gists, Radiologist Resident Physicians 





A nesthesiologists, 











and all areas of 





medical personne 
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ian Factory: Paris, Ontario, Canada 
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Hospital efficiency 
experts: 
Dispensa-Cart and 
Bassick casters 


222 ee ee ee 


- 


chose MODERN 
VIMCco® 


ALL-METAL REFRIGERATORS 








any give — 


50% MOM 
sP act wm 


t xcolient igntRol” 
hag 
: we “ pipulle “ 





} y 
yA 4 


: as 
te ¥e . yf {oot 
os ®Seex5 


Pot. Pend. - 





The A. S. Aloe’s Dispensa-Cart saves time, includes 

* Easily adjustable 

shelves, pans and trays 

can be relocated any 

‘ where to fit your exact 

Just as efficient are the smooth-rolling, easy swivel- food storage Cc 
\% 


requirements. as 
c we 


ing Bassick Diamond Arrow casters it rides on. Smooth- nw These truly 
rolling with their big rubber wheels and self lubricating S wr modern refrigerators 
go™ have been especially 

wi designed to meet every hospital 
need in food service, laboratory or 

No wonder you see so many Bassick casters on hos- general service. Patented, exclusive accessories 


everything a nurse needs for medicine dispensing, and 


makes for one-trip service. 


bearings. Easy-swiveling because of Bassick’s exclusive 


two-level ball-race construction 


pital duty. They keep maintenance to a minimum, pro- make possible many adjustable interior combinations 
for and including biologicals, blood and eye banks, 
nursery refrigerators, dough retarders and salad-dessert 
refrigerators. There is a model for every need, a size for 
Use them. And look for Bassick glides and casters as every use and a price for every budget. We welcome your 
a sign of quality on the hospital equipment careful comparison. 
you buy. THE BASSICK COMPANY, Bridge- FREE! 
port 5, Conn. Jn Canada: Belleville, Ont. 7.51 @é Sold only through Z 


tect the floors they roll on and provide safe, sure mobil- 


ity. There are sizes and styles for every hospital job 


Selected Franchise Dealers 


AlL—e a]. md 4 


METAL MANUFACTURING CORPORATION 


ae oa ated PLYMOUTH MEETING PENNA + Phone Taylor 8 5000 


MAKING MORE FUNDS OF CASTLRS © MAKING CASTERS 00 MORE 
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lassie avers 


PLACEMENT BUREAUS Information about 


YUALIFIED NURSE PERSONNEI 








JOHNSON ASSOCIATES 


Ame N ‘ \ 
} BRINGS BEST RESULTS PROFESSIONAL COUNSELING & 
PLACEMENT SERVICE 


W h Ave 


the South 


Agency 
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ee, We ON SHELBY’ SYSTEN 


plumbing 





saves time, cuts losses 
maintenance Shelby’s Uniticket Recorder provides hospitals with the best 


system for recording, accumulating and posting special charges 


Accounting office promptly receives Uniticket slips of each charge 
against patient’s account for immediate posting. Each department 


automatically has its own summary of charges without extra 


® CONTROLS GREASE 
* ELIMINATES ODORS 
® REDUCES SLUDGE 
e ELIMINATES STOPPAGES 
eames ties : oan og SOCHIETIC BEANS ations if h " 
. MBI @ Id i 
© SEPTIC TANKS © MUNICIPAL MAINTENANCE! psbordiyen seeaiagginanailaae 


© THE FIELDS SEWAGE PLANTS 


; e 2 @ Ask your “Shelby” Repre- 
Nature's oe se fe oe sentative to demonstrate the 

5 5 eg. ot 
First Aid to Waste Treatment , advantages. There’s no obliga- 


tion 


writing 


@ Prevents lost charges, pre- 


vents waste in all departments. 


hand posting systems 


Bionetic contains billions of beneficial bocteria. These bocteria solve your 
plumbing problems by attacking and devouring all orgonic wastes .. . both 
liquid and solid . grease, sludge, scum and slime. When introduced into 
your plumbing system, Bionetic’s billions of bacteria come to life. Quickly and 


TS emmuow A SHELBY SALESBOOK sud 


Write for your nearest distributor and FREE descriptive literature. 
. ' COMPANY j poe 


RELIANCE CHEMICALS CORPORATION SHELBY * OHIO 
Tai? «|OP. O. Box 19343) LITT mer] SALES OFFICES IN PRINCIPAL CITIES EVERYWHERE 


The MODERN HOSPITAL 





BEAUTICALE, UTICA, MOHAWK, WONDER TRICOT 














AMERICA’S SMARTEST BUYERS SPECIFY STEVENS FAMOUS BRAND SHEETS 


Utica Heavy Duty Muslin 


Stevens is known for quality control and unsurpassed 
values in smoothness, extra whiteness, and durability and 
the Stevens exclusive Delta Finish®. 

Stevens offers the widest selection— 5 types to fit every 
purpose. They come in flat, fitted, bleached, colored 
regular hems, reversible hems, stamped identification, 
bonnazed, kaumagraphed. 

Leading contract distributors in every strategic area are 
equipped with complete stocks. You can be assured of 
overnight shipments—unequaled service. Write to us 
today. 


Utica Combed Percale 
Beauticale by Stevens 


Mohawk Famous Thrift 
Muslin 


Stevens Wonder Tricot, 
100% Nylon 


1460 BROADWAY. NEW YORK 36, NEW YORK 


J.P. Stevens & Co. Inc. & 


Stevens Famous Brand Sheets lead in sales to Hotels, Motels, Institutions, Hospitals 
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FOR SALE The BOSTON LYING-IN HOSPITAL offers to SCHOOL FOR LABORATORY rECHNI 


CIANS duration ourse, l ye Tuitior 


NURSING AND MEDICAL BOOKS 


GRADUATE HOSPITAL OF THE UNIVER 
SITY OF PENNSYLVANIA 


SCHOOLS—SPECIAL 
INSTRUCTION 


CHICAGO LYING-IN HOSPITAI 


MICHIG 


fer 1 


PROVIDES 


qualifie 


. 


Thirst. too. 
seeks quality 


~L \ 


A\ 
SG 
we OG 


nant MARK x REGISTERED 
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MIDWEST HOSPITAL RAISES 
$1,113,000 OVER GOAL 


in two fund-raising campaigns! 


Goal: $1,700,000 Goal: $ 935,000 
1953 Raised: $2,500,000 1957 can $1,248,000 


sack in 1953 the Board of Directors of the exceeded by more than a quarter of a 
Ball Memorial Hospital, Muncie, Indiana, million dollars. At the victory dinner, 
engaged Ketchum, Inc. to direct a cam- Edmund F. Ball, president of the Hospital 
paign to raise $1,700,000 for a new wing Board, said: *“The professional team (of 
for their over-crowded hospital. Result: Ketchum, Inc.) should not be overlooked 
The campaign exceeded its goal by almost while [ am passing out the bouquets . 
a million dollars. they have been cooperative, competent, 
\gain, in 1957, the Board called upon and efficient.” 
Ketchum, Inc. to direct its $935,000 com- It is always a pleasure for Ketchum, Inc. 
pletion fund drive. At the campaign’s to be welcomed back by a community 
“Kick-off dinner the principal speaker institution to direct a second campaign. 
stressed “the importance of getting pro- Hospital administrators and Board mem- 
fessional advice in fund-raising efforts, such bers are cordially invited to hear about 
vat of Ketchum, Inc.’? When final other successful campaigns and_ discuss 


results were in, the goal was once more their own plans with us at no obligation. 


pero KETCHUM, INC. 
Sane Campaign Direction «© Public Relations 
wt S CHAMBER OF COMMERCE BUILDING 
N 4 PITTSBURGH Ig, PA. 
FIFTH AVENUE, NEW YORK 36, N.Y. 


JOHNSTON BUILDING, CHARLOTTE , N.C. 
ETHICAL FUND-RAISING 





Work progresses on new facilities of the Ball Memorial Hospital, Muncie, Indiana, now made possible by 
two campaigns directed by Ketchum, Inc. Objectives have been exceeded by more than a million dollars. 
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Sure, air needs scrubbing too 


... but do it the easy, chemical way—with Holcomb DSX-11 


One quick spray of DSX-11 and objectionable odors vanish. DSX-11 
is not a masking agent. It destroys unwanted odors at their source, 
leaves the air fresh, clean and pleasant. 


DSX-11 sanitizes the air too! In an instant, it reduces the number of 
air-borne bacteria, helps prevent the spread of germs and infectious 
diseases. 


DSX-11 is non-flammable . . . won't stain any surface. Available in 
bulk for large-scale use, or the convenient aerosols. 


One spray goes a long way—your Holcomb man can show you how. 
For his name, write: 


im ko] fote}anl omelet Jah ah alome Oil -7-lallale Mii 4t-8¢-tar- 
J. 1. HOLCOMB MFG. CO.,INC. ¢ 1601 BARTH AVENUE « INDIANAPOLIS, INDIANA 
New York « Dallas « Los Angeles Pam Wel dolahie) 
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WHAT’S NEW FOR HOSPITALS 


Edited by BESSIE COVERT 





JUNE 1967 


TO HELP YOU get more information quickly on the new products described in this section, we 
have provided the convenient Readers Service Form opposite page 256. Check the numbers 
on the card which correspond with the numbers at the close of each descriptive item in which 
you are interested. The MODERN HOSPITAL will send your requests to the manufacturers. 
If you wish other product information, just write us and we shall make every effort to supply it. 


Solution Bottle Micromatic Veining 
Has Functional Design in Reenforced Vinyl Flooring 
Ne | and new sizes are now 


w designs 


Vina-Lux flooring. Vina-Lux 


Control Syringe 
Has Interchangeable Parts 


to the Multrtit In the Sure-grip thumb and hinge! 
porated nto both sides j 
vl is now available in 1/16, 
nch in Micromatic Vein 


the same thicknesses, the 


solution Vil 


pestrano reentorced ny 
weive background with 


1d white Micromatic Vein 


| olors in the 


nplement 


ind 10 c Two nev patterns have 
Azphlex vinvlized_ tile. 


raduations 1 the pediatric series. Baxter | 
Laboratories, Inc., Morton Grove, IIl. oth 3/32 and ‘x, inch thick 
ror more details © 700! on mating card nesses. Azrock asphalt tile in C59 Wal 
nut is another new addition to the line. 
Blade Dispenser Azrock Products Division, Uvalde Rock 
Asphalt Co., Box 531, San Antonio, 


Facilitates Selection ss 
| , 1] Texas. 


1 


yy tT ( sires { aad i 
For more details circle +504 on mailing card 


Improved Stand Units 


for Suction Equipment 
The No. 900 Suction and Ether | 
ind the No. 901 Suction Unit have been 


nit 


SVT 
I 1 | Kaye 
Becton, Dickinson aS ee 


& Co., Rutherford, N. J. ' 4 irdv in. desig 

Sap eea ee a ener ee ' iu "RE AE lrawer. softread 
tured casters, stainless steel 
| late and Gomco 
Overhead Door Closer \ new micrometer-ty pe 
Is Complete Control Unit yades uw quamny, mime ty regulator mdicates the ether He w in the 
rl eS ere ee Watlable. It 1s easily filled with the de- impr 1 unit and the Gomco Aerovent 
“ages eee ais a salieadiallie r¢ sizes and is offered | | 1 Protect automatically — pre 

\ ! manutacturer without cost, ecia vents suction overtlow 
American Safety Razor Corp., No. 901 is equipped wit! 
380 Madison Ave., New York 17. the ie new mobile, 

=502 on mailing card Mas suction tacilities 


rovent Overflow Valve. Botl 


orders 


non-tipping stand 
; 
only with = the 


. 
For more details rcle 


expiosion-proor and have 


Lightweight Generating Plant 

Is Self-Contained and Portable 
Full-capacity. Direct Current electric 
is provided with the new Onan 
S000 watt generating plant. The 
ly self-contained unit is light 
nad portable and will provid 
to operate lights, universal motors 
other equipment requiring direct 
power. It is operated by an easy 


vy twe cvlinder gasoline enyine 7 
: ; G coe ws 

1 { P ] uA : — rraretes 1] ] 1 { | SUCTION @ ETHER uw 
edesignec wh 1 is specifically designed for smootn 

heavy duty, economical electric derwriters Laboratory seal and C.S.A 


plant operation. D. W. Onan & Sons approval for satetv. according to— the 
, 2515 University Ave. S. E.. Minne- manufacturer. Gomco Surgical Mfg. 
Corp., 828 E. Ferry St., Buffalo 11, N. Y. 


For more details circle 2505 on mailing card 


iVallable sizes tor cel running 


ind butt hung installations. The | 
r C. Rixson Co., 9100 W. Belmont Ine. 
apolis 14, Minn. 


For more details circle 2503 on mailing card 


(Continued on page 220) 
219 


Osca 
Ave., Franklin Park, III. 


For more details circle #500 on 
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WHAT’S New 


Ayre Stomach Brush use, easy to introduce, 
for Cancer Detection quiring minimum patient preparation. 
The complete unit, approximately 38 are effective in gathering a high cell con 


Ps , inches long, has a metal handle at one centration for diagnosis. Clay-Adams, 
end and a wing type brush encased in a Inc., 141 E. 25th St., New York 10. 


For more detail rcle = ili 
metal tip at the other end. A_ pliable ae ERG ERS SP See ae Sy A 


polyethylene tube, through which a 
stainless steel rotating cable is passed, 
connects the rotating brush tips with the 


The brush bristles are ol a type having 


painless, and re 
a special affinity for cellular material and 


Surgical Instrument-Milk 
Lubricates Without Oils 


rotating handle. 
After the instrument tip its inserted 
Into the stomach or colon, the brush tips 


in the Ayre are ejected and rotated to collect a ricl 


\ simple and efficient means of early 
cancer detection is offered 
Rotating Stomach and Colon Brushes. concentration of cells. The handle is re 
The brushes are described by the de- tracted, drawing the brush into the metal 


signer, J. Ernest Ayre, M.D., as safe to tp tor withdrawal of the instrument. 


i 


The result oO I research and 


development, Surg Instrument-Milk 
Is a new product j signed to lubricate 
fine surgical instruments without oil. In 
struments are protected from rust, per 
mutting sharps to be autoclaved. The new 
product is simple to use. Instruments are 
cleaned in the regular manner, dipped in 
1 bath from the milky white concen 
trate, drained for a few minutes and are 
then protected, ready tor iutoclaving 
Snowden-Pencer, Corp., P. O. Box 186, 


Los Gatos, Calif. 


For more details circle £507 on mailing card 


Double Decanter 
Serves Iced Tea and Coffee 





NEW 


PATENTED METER 
VALVE ASSURES 
508 INDIVIDUAL 


i se als Both iced tea and iced coffee can be 
An invisible vapor-spray that provides the served from the same decanter with the 
answer to Hospital Management's search DD23. The Cecilware Double Decanter 


for an effective, safe and unobtrusive has a capacity of two gallons of iced 
coffee and three gallons of iced tea. New 


medium for quickly dispelling embarrass- ma 
= Z self-closing Tomlinson faucets facilitate 
ing Hospital odors. service and are easy to maintain. The 
stainless steel unit with welded urn seams 
is 11 by 26 inches in size, requiring mint 


° 

* 
OZIUM QUICKLY REMOVES SMOKE... mum counter space. Cecilware-Commo- 
DESTROYS ODORS... AND REDUCES AIRBORNE BACTERIA dore Products Corp., 199 Lafayette St., 


New York 12. 
For more details circle #508 on mailing card. 


Manufactured By WOODLETS INC., 2048 Niagara St., Buffalo 7, New York (Continued on page 223) 
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* ANSCO X-RAY COSTS 


GUIDED THIS $14 LIFE-SAVING COST 


SUUTTTUAENTTL EET SCC 





The Ansco medical X-ray film which showed 
carcinoma of the descending colon cost a 


mere 72c¢ each. Their value to the hospital 


BUY ANSCO PROCESSING CHEMICALS 


Ansco High-Speed X-ray Films assure constant 


was immeasurable. Clear and detinitive, 


these radiographs served as a guide for sur- 
. - r14arc hdelity to image. 25 sheet and 75 sheet pack- 
gical treatment. Cost of treatment, $1475. ‘ aiid 
P ages 
Life of patient, priceless. 
Liquado! Developer works faster, lasts longer 


It’s vitally important to consider diagnostic than powder. 1 gal. 5 gal. 20 gal 


values, rather than price, in choosing \nsco Liquadol Replenisher more than doubles the 


X-ray films. With Ansco, you give your staft life of Liquadol Developer. Maintains con- 


maximum diagnostic values, unitorm qual- stant developing time 1 gal. 5 gal. 20 gal 


€r are always: , = 
ity. Ansco X-ray films are always Liquefix (liquid) provides positive fixing-hard- 


e@ tested physically for base strength, flexi- ening action. I gal. 5 gal. 


TT 


Powdered X-ray Fixer is non-staining. | gal 
20 gal. 50 gal 


bility and dimensional stability 


@ tested photographically for sensitivity 


UCC CU 


so that bones and soft tissues show with 


iz 


SVUUULUEVADUAUEDUEUEOEUAL ALOE AGUA AEUEOOUEOODOEUAEOEDEOEAEUACOEUAU OOOO AEA AU EDOEA EOCENE 
unexce lle d ( le arness 


@ tested repeatedly for uniformity long after Ansco BINGHAMTON, NEW YORK. 


film has left the factory. \ Division of General Aniline & Film Corporation 
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seh tennaiiaaiinitiiciaiine PSYCHIATRIC SECTIONS 
principles of psychiatric IN GENERAL HOSPITALS 


construction 
By Paul Haun, M. D. 


Starting with the thesis that the psychiatric section of the local general 


Mi 


hospital is a vital supplement to the state psychiatric hospital, Dr. Haun 


Hf 


proceeds to outline the planning considerations for this section, and to 


WT] 


relate the treatment and patient-staff routine that will take place within 


f, 


it to the necessary architectural considerations. 


PYPICAL HOSPITALIZATION OUTLINED 


The reader is given an account of a typical hospitalization in which a 


Pe 


ty 


patient's movements are traced from his admission to his discharge. The 


Y 


“s, 
“ 
', 

3 /, As 


influence of good design is shown at each step of treatment and recovery. 


vf 


é 


Then follows an itemized list of facilities necessary to meet the require- 


fe 


ment of an adequate psychiatric unit. 


EIGHT FLOOR PLANS RATED 
An entire section is devoted to an analysis and rating of eight plans fot 
psychiatric floors in general hospitals. The plans show floors from 12,000 


to 17,000 square feet, in general hospitals of 150 to 250 bed size. The 





desirable and undesirable aspects of the central area, disturbed nursing 
unit, and quiet nursing unit are summarized. 


A final section attacks the problem that a good floor plan for a general 


hospital is usually vof a good plan for its psychiatric floor, and vice versa. 


After discussing the compromises to be made, complete floor plans for a 
80 pages * 7 x 10” « 16 plans 6-floor, 200 bed hospital, with the psychiatric section on the top floor, 
clothbound with attractive jacket are shown, 


$4.00 





OUTLINE OF CONTENTS 


aS H ; 
ANSWE2S KUNDREDS OF QUESTIONS LIKE THESE: INTRODUCTION by KARL A. MENNINGER, M.D. 
How many square feet per patient should be provided in the PSYCHIATRIC SECTIONS IN GENERAL HOSPITALS 


solarium? Report of Commission on Hospital Care * The Case for the 
, ‘ General Hospital * Need for Individualized Planning * Plan- 
. , ? 
What is the proper location of the nurses’ station’ ning Considerations * Working with the Architect * Review 
. : : . f Existing Plans * Basic Planning Principles * Study of V. A 
I t ishment kitchen unadvisable? ellen epee ape bier whe Nate: 
Why is a centrally located nouris Psychiatric Units * Account of Typical Hospitalization * Ad- 
What is the maximum practical duration of psychiatric hospital- mission * Influence of Cheerful Surroundings * Unobtrusive 
- : f — Security Features * Interviews and Examinations * Use of 
ization in a general hospital? Solarium and Dining Room * Diagnosis and Treatment * 
: ‘ , , ! f Faciliti - 
What security features should be incorporated into the stair- iatusnee © Pressiuve on Design Anatysls of Suciition: nur 
dies f : ing facilities, patients’ facilities, medical facilities, house- 
well in psychiatric sections? the bathroom? the windows? keeping facilities, bedrooms, common facilities * Civilian 
: . . ; 3 Application of V. A. Experience * Dangers of False Economy 
These are typical of the questions answered in Psychiatric Sec- © Size and Cost Estimating 


tions in General Hospitals—a unique book that every hospital 
administrator should read. ANALYSIS OF FLOOR PLANS, PSYCHIATRIC FLOORS 
IN GENERAL HOSPITALS 


17,480 sq. ft., Rated ‘Good.’ 

13,802 sq. ft., Rated “Awkwardly Operable 
16,968 sq. ft., Rated ‘Excellent 

16,180 sq. ft., Rated “Good.” 

12,143 sq. ft., Rated “Good.” 

14,915 sq. ft., Rated “Awkwardly Operable.” 


DODGE BOOKS, F. W. Dodge Corporation, 119 W. 40th St., N.Y. 18, N.Y. 16,712 sq. ft., Rated ‘Unsatisfactory.’ 
Plan 15,665 sq. ft., Rated “Excellent.” 


Send me a copy of PSYCHIATRIC SECTIONS IN Summary of comments on 8 plans 


GENERAL HOSPITALS for 10 days free examination. 
At the end of that period | will either remit $4.00 plus pa ~~ INCORPORATED IN A 
a few cents postage, or return the book and owe nothing. by CHARLES BUTLER and ADDISON ERDMAN 


Psychiatric Section best placed on Top Floor * Good Plan for 
NAME Psychiatric Unit Might Entail Poor Planning for other Floors 
* Plans: 6th Floor—Psychiatric Service; Ist Floor—Administra- 
tion, Out-patient, X-Ray; Basement; 3rd Floor—Medical and 
Children’s; 2nd Floor—Surgical and Recovery; 5th Floor 
Private Patients; 4th Floor—Obstetrical and Gynecological 


ZONE STATE BIBLIOGRAPHY 
COMPLETE INDEX 





ORDER NOW ON 10-DAY FREE TRIAL 








@Onoushwn — 


HOHE HE th He He Hh Ht 


ADDRESS 


CITY 





My check is enclosed. Same return privilege, DODGE pays postage 





Send free Dodge Books catalog 








WHATS NEW 


Bulk Oxygen Stored 
in Six-Cylinder Cradle 
\ flexible, 
bulk oxygen 
Six-Cylinder 


versatile supply unit for 


| 
available in the new 


The 
x 


Is now 


Cradle attractive unit 





ation and can be in 
or outside the hospi 
a slab or platform. It 
trouble-free and = inex 
mad provides quality 
construction and design. Lhe easily 
continuously 
reliable SOUT. | \ ren supply. Ohio 
Chemical & Surgical Equipment Co., 
1400 E. Washington, Madison 10, Wis. 
For rcle 


2509 on mailing card 


xpandabl tte a 


more deta 


Dual-Purpose Car 

Becomes Ambulance 
rhe nev 

\\ 


Wiayol i du irp at 


Chrysler Town and Country 

lual which 
t — 

QUICKIY onverts ) mil ince when 


] } } ] 
needed. The station wayon-type vehicle 


into 
Che 


attendant 


which 1s split 


1OnS 


has i rear seat one 


third and two-thirds sect one 


third pro ides i seat for an 
Named Che 


' 7 
has removable 


Protessional,” the vehicle 


plexiglas window inserts 


isivilia, beacon, siren, 


draw 


with ambulance 


litters and airplane-type 
} 


sic 


curtains 
for rear windows. It has extra load 
carrying capacity and is equipped with 
\ire The con 
verted Chrysler Town Country 
Wagon, in New 


Yorker series, is available through the 


Goodyear Captive tires. 
and 
either Windsor or 
National Body Manutacturing Company 
of Detroit, National Body Corporation 
of Knightstown, Indiana, and 
special automotive body manufacturers. 
Chrysler Corp., 12200 E. Jefferson Ave., 


Detroit 14, Mich. 


For more details circle 2510 on mailing card 
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Peri-Pack Combination 
is Pre-Wrapped 

The new Pre Wrapped Modess Peri 
Pack is a combination unit offering com 


plete perineal care in a single-package 


unit. A new fabric of rayon and cotton 
covering the Modess Pad makes it softer 
ind more comfortable for patient use. It 
is chate resistant and will not catch in 
sutures 

Four Preptic Absorbent 
included in 
packet. They have a high rate of ab 


and 


large-size 


Rayon Balls are also each 


sorbency and are easy safe to use. 


The new Pre-Wrap combination offers 
superior convenience with economy 


Hospital Division, Johnson & Johnson, 
New Brunswick, N.J. 


For more details circle 51! on mailing card 




















OU achieve all three when you paint 


walls and ceilings with Pratt & Lambert 
New Lyt-all Flowing Flat. BEAUTY, be- 


cause the colors are perfectly calibrated 


Neo 
Lyt-all 
.LOWING FLA’ 


net tee al 


in all dimensions: hue, value and chroma. 


They are distinctive, harmonious, easy to 


= 
Phar 


live with. CONVENIENCE, because New 

Lyt-all Flowing Flat is ready to use, in right consistency for 
smooth, easy application, goes on rapidly, dries quickly and 
has no objectionable odor. ECONOMY, because it contains 
best pigments, finely ground and thus hides better and goes 
farther. Its smooth, tough, alkyd-base film resists soiling, 


can be scrubbed repeatedly. 


For free color charts or for practical suggestions by a trained 
representative, please write Pratt & Lambert-Inc., 75 Tona- 
wanda St., Buffalo 7, N. Y. In Canada: 254 Courtwright St., 


Fort Erie, Ont. 


PRATT xs LAMBERT- INC. 





A Dependable Name in Paint since 1849 
NEW YORK e@ BUFFALO e¢ CHICAGO e« FORT ERIE, ONT. 





WHAT’S NEW 


Food Service Conveyor 
of All Stainless Steel 
| ood Set 


lan | 
idaptable 


It has 


nstructiol 


one-piece l e| co 
which simplihes cleaning and nylon wear 
| with 
] 


placed 


strips ensure long operation 


mamtenance can be on 


Lamson Cor- 


out 
the conveyor at any point 
poration, Syracuse 1, N.Y. 


For more deatils circle 512 on mailing card 


Re-Usable Wound Closure 
Speeds Suturing 

Fast and virtually painless wound clo 
Stitch 


sure laimed for the Scott’s Steel 


The 


wound cio 


co 


sure is especially applicable where fine 
line scars, negligible stitch scars, hurried 
closures and painless stitch removal are 


desirable. The trocar-pointed “Steel 


Stitch” is rolled through the wound with 


an ordinary needle holder in such a way 


is to approximate the skin edges It is 


1 position and the handle anchored 


with a narrow strip of adhesive dressing 


until the wound heals [ pon removal, 


the handle is ordinary 


grasped with an 
hemostat and the hook is rolled out pain 


anesthesia and mat 


lessly. Time, rials are 
saved through re peated use ct the 
Steel Stutch. United Surgical Supplies, 
154 Midland Ave., Port Chester, N.Y. 


F e deta f =5!3 on mailing card 


new 


Floor Machine 
For Small Areas 


Designed tor areas too small tor large, 


heavy machines, the Lawlor-ette floor 


I rachine 1 an economiica All-Purpose 


S 
n achine whi h S¢ rubs, flood rinses, PIcns 
} 1 - 

Only | 


be turned easil 


up and _ polishes inches wide 


it can Yom sma 


All controls are centralized tor 


The L 


chine moves on 
j 


1 
operation iwior-ett¢ i 


non-marking rubber 
tires and 110 A.C 
1).C. models are available. S. C. 
Lawlor Co., 124 N. Aberdeen St., Chi- 
cago 7. 

For mo 


operates trom . outlet 


ilso 


e details circle 5/4 on mailing card 


-& ce 


Visual Control Panels 
for Record Files 
I he Visual 


Ly 
record tHe Xibality 


new Control Panels for 


hiles offer which per 
mits their adaptation to any individual 


Phe 


trom 5S to 


lightweight 
LOO 


record requirements 


panels contain clear 


' - - : 
tubes in 17, 30 and 40-inch 


Phe 


and 


1| stl 
| ( 


widths tubes are individually 


: , : 
movable easily shifted fron 


position to another, Various sizes 
colors of signals are available, 
; 


UMmMOst limitless signa and 


ny 
possibilities 
Signals any 


Shap on or oll il pommel 


slick smoothly back and forth, vet 


position until positively moved 


] 1! 
e index teature permits signalims 


CONTROL MANUFACTURING PROCESSES — OFFICE PROCEDURES 


Quotas 


imvenroRis 
scmepuies 
eisrarcuime 
MACHINE (OabinG 


eiseevarions 


a) tically ( ontre ( 


Acme Visible Records, Inc., ¢ 


Va. 


rozet, 


Ger more deta piling ca 


WALRUS MANUFACTURING COMPANY ¢ (Since 1901) ¢ DECATUR, ILLINOIS 


Manufacturers of LABORATORY, VOCATIONAL FURNITURE, HOSPITAL CASEWORK (Both Wood and Metal) 
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DESCRIPTION CHARGE CREOIT 


BALANCE DESCRIPTION CHARGE 


| 





75.00- 
11.50+9 
2.7542 
14.00+1 
15.50+7 
185+4 
4.00+9 
12.00+6 
11.50+9 
225+2 
6.75+9 
15.00+9 
18.00+8 
11.50+9 


ROOM 
DRUG 
XRAY 
EKG 
DRESSGS 
LAB 
PHYTHPY 
ROOM 
DRUG 
NUR 
DELROOM 
TRANSFU 
ROOM 


2.3544 
7.50+2 
10.00+9 
1.65+3 
11.50+9 


DRESSGS 
DRUG 

OXY 
TRAY 


212 ROOM 


Provides all service revenue totals 


the motor bar! 


CS 
ROOM 
DRUG 
XRAY 
EKG 
DRESSGS 
LAB 
PHYTHPY 
ROOM 
DRUG 
NUR 
DE LROOM 
TRANSFU 
ROOM 


75.008 
11.50 


2.75 
14.00 
15.50 

1.85 

4.00 
12.00 
11.50 

225 

6.75 
15.00 
18.00 
11.50 


2.35 
7.50 
10.00 
1.65 
11.50 


DRESSGS 
DRUG 

Oxy 
TRAY 
ROOM 


48.106 
59606 
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at a touch of 


If you’re partial to the vertical charge distribution 
plan for patient billing, just look at the Burroughs 
Sensimatic’s ability to make the most of its 
inherent simplicity and low cost. 


A touch of the appropriate key, and the Sensimatic 
automatically identifies, in word or code, the 
charge on the form. For final proof and revenue 
distribution totals, you merely turn the Job 
Selector Knob and press the motor bar once. 


With a Sensimatic, even inexperienced personnel 
quickly master patient billing. For Sensimatic 
automatically makes many of the decisions for the 
operator as it swiftly prepares the statement. 

And in many cases a duplicate copy of this 
statement satisfies insurance requirements. 


The versatile Sensimatic will also handle your 

other accounting jobs. A flick of the knob 

and it switches from job to job quick as a wink, 
does each job automatically, thoroughly. 

See this workhorse of hospital accounting in 

action. Call our nearest branch for a demonstration. 
Burroughs Corporation, Detroit 32, Michigan. 


BURROUGHS SENSIMATIC 
Accounting Machines 


"BURROUGHS" AND 
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SENSIMATIi 


ARE TRADEMARKS 


c 





Here’s How LEGGE 
Safety Floor 
Maintenance 
SAVES 
YOU 


MONEY! 
YY 


LEGGE suits the product to the job. And 
provides the Free services of a Safety 
Floor Specialist to see that the job is 
done right. The LEGGE Man surveys your 
floors for area, age, composition, condi- 
tion and type of traffic before making his 
recommendations. He examines the 
equipment available. Then he works 
right with your crews. 

He'll save you money—up to 3314 % 
on labor and materials. Your floors will 
look smarter, last longer. And he'll re- 
duce slip accidents by up to 98%. 


Training film 


Ask to see our new movie, “Modern 
Floor Maintenance”. Many administra- 
tive executives call it, “the finest training 
film ever’. 16 mm., sound and color. 
Fill out coupon and we'll show it at your 
convenience. 

Conductive Floor 


Maintenance 


Avoid loss of contact, 
loss of ohm resistance 
by maintaining con- 
ductive floors correct- 
ly. Clip coupon for Free 
bookiet, “‘One Little 
Spark’”’. 














Greer ner ee eee eens 
Walter G. Legge Company, inc. ; 
Dept.MH-6,101 Park Ave., New York 17 1 
Branch offices in principal cities. ~ 
In Toronto—J. W. Turner Co. 1 

i 

() Contact me to arrange a showing of ' 
your Maintenance Movie No obligation 1 

to me. ' 

' 

tivity. : 
Name. ; 
' 

] 

1 

! 

! 

‘ 

' 

a 


Firm 


' 
' 
' 
' 
' 
' 
! 
' 
1 
' 
: [) Send me your Free booklet on conduc- 
! 
' 
' 
1 
' 
' 
§ Street 
' 
' 
4 


City_ Zone State 
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WHAT'S NEW 


Glide-O-Matic 
Features Fast Pressing 

The Glide-O-Matic two-girl, three-press 
shirts and 


finishing unit for pressing 


special uniforms has two new features 


designed to improve the quality of press 
Ing and increase the speed ol 
\ full yoke press on the traveling buck 
of the Model B.A.S. automatically presses 
| 


the yoke while the operator is laying oul 


Opel won 


form on another 


press. Warpage ts eliminated as the head 


the bosom and body 
is of highly chromed semisteel construc 
tion. The buck automatically ylides nto 
a cabinet where front and back are 
quickly 
matically 


pressed Clamps release auto 


when the buck returns, per 
mitting fast remo al ot finished work 
An automatic sleeve measuring devic« 
is another new feature of the unit. Atter 
positioning both sleeves on the forms, the 
operator moves the measuring handle to 
limits ol the 


set the pressing: area Lor 


assuring pertect pressing re 
gardless ot slec Ve length. The Model 
STH triple head collar and cuff press 


finishes the operation, ready for the told 


} 
each sieeve, 


ng table. The entire unit OCCUPtIes only 


ten feet three inches by eleven feet of 


floor space. It is compact and eliminates 
unnecessary steps lor Operators Rugged 
construction, simple design and efficient 
operation are incorporated into the unit 
which 1S avatlable im a choice ot seven 
decorator colors. The Unipress Co., 2800 


Lyndale Ave. S., Minneapolis 8, Minn. 


For more details circle 2516 on mailing card 


Varying Surface Designs 
in Vicrtex Vinyl Fabrics 

An illusion of varying surface heights 
and depths is created in the new Vicrtex 
designs recently introduced. An exclusive 
lenticular process is used in embossing 
the surface of the vinyl fabric to reflect 
light, while the design of the pattern 
directs and shadows the reflections. 

The Continental pattern gives the ap 
s| he Translusion 


pearance of quilting. 
play of light in 


design simulates the 
blocks of molten glass. The new fabrics 
are suggested as wall coverings or for 
upholstery by the designers. They are 
waterproof, weatherproof, fadeproof, 
flame, stain and soil resistant and are 
easily cleaned. L. E. Carpenter & Co., 
Inc., Empire State Bldg., New York 1. 
For more details circle 2517 on mailing card 
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HOW TO SELECT 
THE APPROPRIATE 


2) COINVAD 
jg NOLEID 


Consult International 
Bronze for dignified, 
permanent bronze plaques 
Remember, there's no finer 
aid to tund raising 


— 


Dept. 55 


shows hundreds of original 
ideas for reasonably-priced 
solid bronze piaques, name 
plates, memorials, etc 


INTERNATIONAL BRONZE TABLET CO. INC 
150 West 22nd St., New York 11. N.Y 








to 


For Curtainwall 
Windows, 
Doors, Concrete Floor Joist 
Construction, Steel 
Roof Deck and Other Metal 
Building Products. 


Construc- 
tion, Screens, 


Joists, 


Ceco Steel Products Corporation 
General Offices: 
5601 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating 
plants in principal cities 
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NOW! Oxygen, Nitrous Oxide, and 
vacuum outlets like your electric 
wall outlets— 





Now hospitals can install oxygen, nitrous oxide, and vacuum 
outlets for piped-distribution systems as easily as electric 
wall outlets. You can flush-mount the single or multiple wall 
boxes in any desired combination of services. 


Just plug in or disconnect with one motion. Only one hand is 
needed —fast, foolproof, easy. 

To avoid tragic errors, each service is safety-keyed. Plug-in 
adapters are absolutely non-interchangeable, and even keyed 
by color to match the gas handled. 


Complete, ready-for-installation face plate, wall box fully 
assembled in one package. Units are capped so dirt—and 
dust-free installations—can be made. Tamper-proof plugs are 
available for especially vulnerable locations. 








Mail the coupon for full information on Schrader flush- 


NON-SWIVEL NITROUS 

OXYGEN ADAPTER mounted wall outlets, and Schrader exposed wall outlets. 
4 OXIDE ADAPTER 

to hold flow me 

ters or humidifier 

bottles in upright 


position 


safety-keyed to fit 
only nitrous oxide 
outlet 


A. SCHRADER’S SON, Div. of Scovill Mfg. Co., Inc. 
470 Vanderbilt Ave., Brooklyn 38, W. Y. 

Please send me full information about 
Schrader Hospital Gas Outlets that are de- 
signed for flush mounting. 


WON-SWIVEL 
eutean anareen ~ VACUUM ADAPTER 
with swivel nut safety-keyed to fit 

nnection only vacuum out- 
co ectio let 
Name 





Position 








Hospital 
Address 








freer, 


FIRST NAME IN THE SAFEST 





e division of SCOVILLE MEDICAL GAS CONTROL OUTLETS 
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WHAT'S NEw 


Automatic Tea Maker electric water heater 
Makes High Quality Brew stant supply of 200 degree 
National which heat ts described as ideal tor mak tional Committee 
| ing tea. The TeaMaker is easy to operate, ton, according to the manufacturer. It 
speeds is constructed tor easy installation in al 


maintains a con- mando” unit is designed to comply with 
F. water, the latest recommendations of the Na 
Cooperation between the on Radiation Prote 
Xestaurant Association, the Tea Counci 
reduces labor in tea preparation, 

serving and produces uniformly superior most every location. 
tasting tea, according to the report. With The new unit utilizes a one cm. 
the eight-ounce infuser, 500 cups of hot diameter source up to 150 curies of high 
tea or 400 glasses of iced tea can be specihe activity Cobalt 60. Treatment 
served in an hour. Food Machinery & distances down to 22 cm. are said to be 
Chemical Corp., Kitchen Equipment possible with the new unit. The 31-inch 
Dept., Hoopeston, III. vertical travel of the unit is powered by 
For more details circle 2518 on mailing ca 


rd dual speed motor drive. One hand 


se 


Two Desserts 
Added to Food Line 


\ new gelatine dessert 
Ang dessert have been 
Seidel line of institutional toods. 
Apple Gelatine Dessert adds taste variet 
ind eye appeal with its bluish-pink color 
of the U.S.A. Inc., and the Food Ma- Chocolate Mint pudding combines th 
chinery and Chemical ¢ orporation § reé Havor of milk chocolate with a touch of 

production of an automatic refreshing mint. Ad. Seidel & Son Inc., 
tea maker designed to serve uniformly 1245 W. Dickens Ave.. Chicago 14. 
better tea with less trouble in institutions For more details circle =519 on mailing card 
The machine fully automatic in opera 
tion and makes either hot or iced 
immediately available at all times. Complete Cobalt 60 Therapy 
The FMC TeaMaker is a stainless steel] im Compact Low-Cost Unit — 7 ee 


unit 16 inches wide, 21 inches deep and The “Commando” is a compact, low é : 
. tor f ver p contre ol ingulation in 


304% inches high, without legs. inch cost unit offering complete facilities for ., os a ; 2 
ches Mig out legs. Four incl sas saeidiaicinncs gs, Maeiaiser Aapetengliianat : he vertical plane. The Dick X-Ray Co., 


leo vailahi f desired. TI 1 fill o ] } aw ' = 

egs are avaiable i lesired 1e sel ili range radiation therapy procedures . . . P : 

5 — “ge — “ dhe 4000 Olive St., St. Louis 8, Mo. 
contained, thermostatically controlled Cobalt 60 teletherapy with the “Com For more details circle #520 on mailing card 
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STOPS 
LADDER ACCIDENTS 
SAVES > 
90% LABOR TIME 


FURNITURE 


Wall-Saving 
Easy Chair 
No. 610 


ys _— For prices and com- 
k 4 a a ae plete information, see 
Pas - ; your dealer or write 

ié us for our distribu- 
tor’s name. 


Rolls supplies te the job—through Locks automatically completely 


oll doorways, elevotors Guards user—frees both hands 


Model M-4, illustrated, reaches 7 to 11 ft. work levels. Other ery 
models reach to 15 ft. work levels. Stability exceeds American A M E RI CAN 
Standard Safety Code 

All steel construction. Won't wear out. Pays for itself in CHAIR COMPANY 
tin e-saving and lifetime safety MOA EU FAs Ge es a 
Write for literature and delivered prices. No salesman will call. 


SAFE-LAD Manufacturing Company PERMANENT DISPLAYS: Chicago — Space 1650, Merchandise Mart 
New York — Decorative Arts Center, 305 East 63rd St. (9th Floor) 


1033 S. E. ASH + PORTLAND 14, OREGON Miami — 3900 Biscayne Boulevard ® Boston — 92 Newbury Street 


SHEBOYGAN, WISCONSIN 
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READ ABOUT THIS UNIQUE 





Only the quintessence... 


is good enough for 7-UP 


We had to go some to outwit Nature 
and perfect 7-Up 
Nature hid 7-Up’s secret well 

inside the pee/ of fresh lemons and 
limes. There, in minute quantites, 
a fragrant oil resides which pene 
trates the ‘meat’ of citrus fruits to 
create their clean, tangy flavor 


Extracting this natural fruit essence 


takes special equipment, time, care 


Nothing does it like Geven-Up! 
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and money. From this, 7-Up refines 


j 


and selects only a tiny fraction—the 


very best—for use in the extract from 
which 7-Up itself is made. 

To produce 1 ounce of concentrated 
7-Up flavor literally takes thousands 
of fresh lemons and limes. That's why 
7-Up is Nature's own gift . a pure, 
wholesome, natural flavor. 


For a fresh, clean taste... 7-Up 


», 7-UP PROCESS 


i | 
I 
1 


< 
TO EXTRACT ONLY 
1 OUNCE 
OF 7-UP FLAVOR ESSENCE 
WE SQUEEZE THE PEEL OF 


THOUSANDS 
OF FRESH LEMONS 


7 


“ee, 


AND LIMES 


de ee ee ee ee ee ee | 


, 
4 
1 
I 
I 
i 
' 
1 





WAITS Nie Ww 


Narcotics Safe is 
Has Re-Locking Device State regulations tor the sate handling ot 
The 
pounds, can be carried, wall mounted o1 
bolted down. Harold Supply Corp., 100 
Fifth Ave., New York 11. 

F 


or more details circle 2521 on mailing card 


complying with new Federal and 


narcotics Protectol Sate weighs 5 


Automatic Cycling 
for Breathing Unit 
Che 


pressure bre thing 


Bennett unit for intermittent Post 


therapy can now 
! 
evcling 


\uto 


in wtoMAalh 


the new Bennett 


SUPER-SELVAGE 
TOWELS . nearest 


can supply 


LOOMED BY 


HUCK 
TURKISH 
BATH 


AND 
TOWELS; 
MATS 


(both plain 
and name woven) 
. 
CABINET TOWELING 
. 
FLANNELETTES 
. 
DIAPERS 


DAMASK 
TABLE TOPS 
AND NAPKINS 





CORDED NAPKINS 
- 


DUNFAST 
ALL-PURPOSE 
FABRICS 


Dundee 


THE NAME TO 
REMEMBER WHEN 
BUYING TOWELS 





TO MEET THE MOST EXACTING REQUIREMENTS 





MILLS, INC., GRIFFIN, GA. 
10 Worth Street. New York, N.Y. 


DUNDEE 


Showrooms: 


Attachment Lhe 
ittachment creates a combination breath 


mati Cychny new 
Ing therapy unit and emergency resusc 
tator when attached to the face of the 
Bennett TV-2P or PV-3P models. Use of 
the automat cveling feature 1s optional 
rt the ittachment ind 


} | 
without removal ¢ 


L 


he ittachment 
instantly without rem 
Is NOt required, 


The 


Cove ling 


Bennett units 
Attachment 


automatic re spiration 


fort in post-operattl 
tory paralysis and other e1 

the recOVery ro , idmiutting 
room of pital. V. 
Ray Bennett & Associates, Inc., 2230 S. 


Barrington Ave., Los Angeles 64, Calif. 


For more details circle 2522 mailing card 


tions in 


other ireas ol the ho 


Bathtub Grip 
Helps Prevent Falls 
Hand-hold 
offered with the new 
Bathtub Grip. The thre 
child or adi 


The Self E: 


security 


support lor 


ing or prone. 


to, or removes from a bathtub rim in a 
matter of seconds by means of adjustable 
steel screw clamps, bonded with corru 
gated rubber to prevent marring of tub 
porcelain, or slippage. It is constructed 
of 16-gauge steel tubing, with heavy-duty 
chrome plate finish. Two models are 
available for bathtubs of varying rim 
widths. Self Ease Units, Inc., 1026 Park 
Ave., New York 28. 
For more details circle #523 on mailing card 
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DUO - CHECK 


concealed-in-: floor 


closers 


safe control for 
WAY double acting interior doors 


Push the door either way—the re- 
turn to closed position is gentle and 
quiet, making two-way door traffic 
safer and more rapid. RIXSON 
Duo-checks are especially desirable 
for doors where busy people pass 
through with loaded arms. . . carry- 
ing trays, pushing wheeled carts, etc. 
Where specified, a hold-open is built 
in that automatically holds the door 


ideal for 


when pushed open to 90° on either 
the right or left swing or both. A 
gentle push or pull releases the hold- 


open. 


RIXSON 
Duo-checks are concealed in the rigid 


completely invisible ... 


floor. The door is pivotal hung with 
no unsightly arm, mechanism or 
hinges exposed to gather dust or dirt. 


hospital doors leading to utility and supply rooms; cafeteria and kitcher 
doors leading to dining areas; all double acting light interior doors. Write for 


descriptive literature and templates. 


9100 west belmont ave. ® franklin park, ill. 


THE OSCAR C. RIXSON CO. 


43 racine road ® rexdale, ontario 





WY 


WHAY’S Ne 


Light Source 
for Photomicrography 


light 


focusing im 


\ steady high intensity source of 


normal viewing and 


»photomicrography is available in the new 


lor 


@ SCRAPS TABLEWARE 
@ PRE-WASHES IT 
@ PRE-SOAKS IT 


@ AND DISPOSES OF 
FOOD WASTE... 


allina 
single 
fast 
motion; 


With Salvajector, you do all 


Type 505 “Pulsarc.” It is capable of being 
| a much higher input at the 


time the photographic exposure is made 


pulsed at 


The increased power in the pulse results 
in an the 
xenon arc lamp without an appreciable 
increase 1n the of the The 
time of the light pulse in the unit can 
be varied. The pulse can be synchronized 


increase in intensity of the 


size source 


by the usual camera shutter contacts. 
Color the “Pulsarc” 
approximates daylight, permitting use of 
daylight color films. Hospital Equip- 
ment Diy. Overseas Service Corp., Du- 
pont Circle Bldg., Washington 6, D.C. 


rcle 2524 on mailing card 


temperature of 


For more details ci 


= 
‘ene i yey 


® 


four of these otherwise time-killing 


jobs simply by passing soiled tableware through a 107° gusher of 


re-circulating water. 
Salvajector COMBINES what 
calls the “best known method of 


the National Sanitation Foundation 
preparing tableware for washing,” 


with quick, trouble-free food disposal. 


And, your new model Salvaj 
maintain, lower in cost! Get the 


ector is easier to install, easier to 
facts today. See how Salvajector 


stops the loss of silver and small tableware. See also how Salvajector’s 


new non-clogging food disposer sh 
liquid faster and more efficiently t 


THE 
SALVAJOR 


Street 


Please send full details on new Salvajector 


Name 


Company —___ 


reds food waste into a free-flowing 
han ever. 








COMPANY 


___. State 





City 


7235 Central 
Kansas City, Mo. 


* 
a 
a 
6 
a 
LJ 
& 
« 
& 
a 
8 
a 
8 
e 
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Entire Frame Elevates 
for Cervical Traction 
The DePuy Cervical-Pelvix 


tion 


new Trac 


Frame permits elevating the entire 


frame with backrest without disturbing 


cervical traction of the patient. The 


frame 1s quickly attached to any hospital 
the 
with 
] 


for moving the bed 


bed, the supporting hase clamy ing to 


bed spring frame. It can be set uy 
the 
the 
unit is set up at the foot 
the pulley bar 
height. The No. 700 Frame 1s 
constructed and folds flat. for 


DePuy Mfg. Co., Inc., Warsaw, Ind. 


525 ng card 


out 
the 


bed with 


nec d 
wall. 


out 
traction 


1 


from For pelvi 


inverted tor greater 
sturdily 
storage. 


noma 


For more details circle 


Commercial Incinerators 
Available in Four Sizes 
CACCTC 


Designed to mect or 1 the re 


municipal codes, the new 


quire ments ot 


Series “S” Incinerators for commercial 
use are offered in four sizes: + a 10, 15 and 
0) bushel capacities. They feature top 


feed with low loading height, a special 


Dehydrating Hearth to dry out refuse 
efficiently, three Secondary Expansion 
Chambers with extra long fire-travel and 

| smoke 


down-draft design to eliminate 

and odor, and economical price. The 
Model “S” indoors or 
out and is available for burning dry re 
fuse without fuel. Automatic controls, 
over-hre burners and other special equip 
ment are optional. The new incinerators 
can be equipped to burn natural or bot 
tle gas, oil or electricity. Winnen In 
cinerator Co., 932 Broadway, Bedford 32, 


Ohio. 


For more details circle #526 on mailing card 
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can be installed 


The MODERN HOSPITAL 








Aircraft makers use 


NIBROC TOWELS 


more than any other paper towel 


Other NIBROC Quality Products 


HOSPITAL ADMINISTRATORS, too, prefer the 
new Nibroc towels. They're stronger, softer, 
friendly to the face, and absorb water like light- 
ning. In white they’re the whitest you’ve seen 

product of an exclusive new “white magic” 
bleaching process. And new manufacturing 
methods have vastly improved Nibroc towels 
in the natural shade, too. 


6, June 1957 


INDUSTRIAL WIPERS + WINDSHIELD WIPERS 


Used more by industry and institutions than 
any other, Nibroc is the first and today more 
than ever the finest wet strength towel. To save, 
buy Sofwite® and Softan® tissues. Your dealer 
will furnish samples, tell how Nibroc reduces 
towel costs. He’s listed under Paper Towels in 
Yellow Pages. Or write Dept. NP-6, Brown 
Company, 150 Causeway St., Boston 14, Mass. 


* KOWTOWLS + WALL, FLOOR, and RECESSED CABINETS 
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WHAT’S New 


Complete Place Setting 
Now Available in Paper 

\ttractive paper dishes are now oftered 
ulip in complete pl 


Lily ace settings. 


Vending Machine 
Uses Regular Coffee 

The new Vendo Coffee Vending Ma 
chine uses vacuum-packed cans of coffee 
for on the spot brewing. Called infusion 
brewing, a can of coffee is automatically 


1 


\ sample kit is available 


uide 


for use 
the 
nce container 
| 


1 cups 


items Included in 
- col 
pacity: 4 
| ns and sai 
SIX-ounce role ited dishes 

Is and desserts, and Lily portion 
rom one halt to hive 
tor relishes, puddings anc 
Plas 


Variety ol 


, 
ic-coated ane uncoate 


sizes art 1 in 
kit which also contains 
hot with h 
ounce hot cups without handles, as 
the hot 
Lids ar 


ind 


and C 
} 


ind 


SIX 


ounce indies 


cups 


new Lily China-Cote 


ight ounce size. 
several containers 


1 paper place mat complete 
ttractive setting. Lily-Tulip Cup C 
122 E. 42nd St., New York 17. 
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in ordering the complete servic 


drink ol 


20rp.. 


rd For more details circle 2528 on ma 


punctured at both ends when the ma 


chine is activated. Jets of hot water are 


forced through under p 


i hilter 


ressure 


flee acts as with the 


cc 


remaining 1n the 
vendor holds 54 cans, 


produces ap vatelv 16 


proxin 


as a 


new fess oot wee 


. entfee, 


trices tg Cm 


t 


trom 


ink 
Ices. 
tor 


CUPS 
t 


and one-half ounces 


uses. 


the 
ight 


seven 


we 


1 


core Che customer has five 


with cream, W ith 


sugar, 


e in Diack, 
cups 


the 1s also 


ind cream Hot chocolate 


thle in the machine. The V 
7400 E. 12th St., Kansas City 


FOR FASTER 
FLOOR MOPPING 2.2 
REDUCED COSTS... 


and 


groun 


Cat h Ol 


the 
] 


1s 


can tor easy disposal. 


; 


cups 


choice s 


with 


cream and sugar. and with double sugar 


ail 


endo Co., 
26, Mo. 


ling card 








aseee specify 


“FLOOR-PRINCE" 
Mopping Outfit 
for mops up to 24 oz. 


GEERPRES 


P.O. BOX 658 


See them in action and you'll realize why 
maintenance men prefer a Geerpres to 
ordinary mop wringers. 


They make a tough job easier because of 
powerful, controlled squeezing action 
which wrings mops dry in a single opera- 
tion. Patented design eliminates splashing 
once-cleaned floors. Moving is effortless 
because of ball-bearing, rubber casters. 


Not only do you save costly labor time, 
but premium quality materials and con- 
struction—such as exclusive corrosion- 
resistant electroplated finish—assure long 
service life. Mops last longer, too, without 
twisting or tearing. 


Write now for catalog listing all sizes and 
types, accessories, and hints for more 
efficient mopping. 


WRINGER, inc. 


leh) @ictel, a ilealic7 1 | 


the really 


Remote System 

for Radiation Monitoring 
Hospital personnel working in areas 

where radio isotopes are being used can 

the 


monitor 


1 ot new 


be protected through use 
multi-channel radiation 


introduced The 


remote 


system recently svstem 


and 
personnel protection, 
and healtl 


is effective for area background 


monitoring for ex 
} monitoring, and tlm 
Model UAC 


master console 


d at 


posure 


exposure determination $50) 


wa compact five-channe 


] 
tvpe remote monitor tocat¢ i central 


] ] 1 + 
control stat d can be used to mont 


tor radiation up eral thousand teet 


iway in each of e different locations 


independent ot the others 


Fach channel ts 
ith ilarm 


49th 


ind 1s connected t il stom 


Universal Atomics Corp., 143 E. 
St.. New York 17 


For deta r 


more ez 


Louvered Fluorescent Unit 
for Low Ceilinged Rooms 

7 he il] steel Smithceratt “a XECUuULIVE 
is a shallow louvered fluorescent unit tor 
ow-ceilinged rooms. It is modern 
and its tapered sides are selt 


~*~ 


The egy 
30) 


reducing contrast 


illuminated, 
crate louve rs provide 


} 
degrees crosswid 


The 
with open 
top reflectors tor 100 per cent downlight 
ing. It may be 


shielding of 


] 


ad 
5 cle grees |e ngth 


vd 
ana 


‘ ] 
wise. new Executive is avatlable 


top for uplighting or with 
mounted individually or 


mm continuous rows, surtace Of pendant 


Smithcraft Lighting, Chelsea 50, Mass. 
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Emergency Unit 
for Oxygen Therapy 

Instant oxygen therapy is provided with 
the new portable O.E.M. Emergen-Ox 
unit. The nine-pound kit is approximately 
the size of a brief case and contains two 
I.C.C. approved cylinders of oxygen, a 
U.S. approved regulator, a permanent ot 
disposable non-rebreathing mask, a spe 
cial filler adapter and a strong carrying 
case. 

The unit supplies up to 25 
administration, 


minutes ol 


oxygen for emergency 
making it effective for use in the emer 
gency department, ambulance and other 
areas where quick administration 
oxygen is required. The liter flow rate 
on the portable unit is adjustable and 
the pistol-type regulators have a safety 


relief valve. O.E.M. Corporation, 1330 
Dolman St., St. Louis 4, Mo. 
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Clean, Quiet, Safe 


and 


Enduring 











AZROCK Asphalt Tile... 


gives you so much more... in hospital floors 


Azrock Asphalt Tile is built for extra 
years of top performance under modern 
hospital conditions. Its tight, smooth sur- 
face is hard to stain, easy to clean... 
highly resistant to scuff, indentation or 
impact... yet quiet and slip-safe under- 
foot. It's economical, too — from every 
standpoint. 


Azrock gives you more in beauty, too... 
a full range of clean, bright colors — in 
marbleized patterns — in new cork and 
terrazzo tones — for fresh, cheerful de- 
sign and pattern ideas. Why not get more 
in your hospital floor? Write for full infor- 
mation — no obligation, of course. 


AZROCK FLOOR PRODUCTS DIVISION 


UVALDE ROCK ASPHALT COMPANY 


FLOORING 
PRODUCTS 


VINA-LUX e AZROCK e DURACO & AZPHLEX FLOORING TILE 


513 Frost Bank Bldg. ® San Antonio, Texas 
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WHAT'S New 
iround Kart-Kover 


Wheel Chair Table he table top is torm cut to 
Features Numerous Adjustments the patient and is large enough to ac- Protects Book Truck 
Almost unlimited ljustments ¢ commodate patients in respirator chest Mobile book and gift carts can now be 
le in tl viv d 1 Wheel Cl shells. Rehabilitation Products, Division protected from 


of American Hospital Supply Corp., in use with the new Samaritan Kart 
t clear tough 


dust ind dampness when 


Ey anston, Ill. 
F re deta rcle 2532 on mailing card Jastic material, reenforced at points « 
ind grease 
extremes 1n 

Fresh Lemonade stitched with 

Available in Cartons 

r ca©re I I I 
| Lice and lemonade 





ivailable nationally 
Uhe fresh trozen 
emons are de 
cted dairies with 
ul the tresh 
fresh lemonade 
The resulting 

IS he crages are 


paper containers sim 
milk. Patients and 
ha r the if resh 
patients si eae available through the 
support, when raised to its high position, cictet s Vice, cCaleterias ind lunch 
be il djusted to ar ; 
rooms or through vending 


TTA hine Ss. 


ind it can 
the Sunkist 


position within a 9%4-inch raised lim eg a ole ae 

= s 35-degrec = . ‘ nam nd pr mMiuct are carefully selected 
Phe table is Gesigned to ht any whe and part of the licensing agreement in 

chair "3 — ssc ssh — I 1S clud proper mixing, sanitation, fresh la 

imps. All elevation and tlt adjustment — jess and care in handling. Sunkist’ cart contents when ered. It is avai 

ire at the side, giving the patiet Growers, Products Dept., 720 Sunkist able in two sizes. Samaritan Cart Co., 

Calif. Inc., 333 Seventh Ave., York, Pa 
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1 1 
KNODS 
reedom r mo ne without nter . : 
; St., Ontario, 
I t tt it For more details circle 2533 on mailing car: 


(Continued on page 238) 


2 SPE 
La 


Quiet, Dependable 
KILIAN BALL-BEARING CASTERS \ 


GUARANTEED IN HOSPITAL SERVICE 
Thi eee ee a a 


Quality built to insure positive swiveling, based on patented 
bearing structure. 

All metal parts are machined from bar stock fully heat treated 
for years of continuous use. Forks and brakes are made of malleable 


iron to withstand excess abuse. 
All exposed parts are cadmium plated for better appearance and 


to counter corrosion. 
At the Hospital for Sick Children in Toronto, for example, 
every bed, cot, and mobile equipment were fitted with 
Kilian casters. NOT ONE CASTER FAILURE WAS RE- 
PORTED IN FIVE YEARS OF CONSTANT USE. 
You can profit from the experiences of institutions like the 
Hospital for Sick Children by insisting on Kilian Casters. 


i 


_ 


MANUFACTURING CORP. 


a ‘ o pnd out 
write today : o Kitian \ SYRACUSE '; MN. 7. 
you 4 ow ae yet \ — ~ —_ 
nw MANUFACTURING CORP., 
eminem (CANADA), LTD. 
Toronto, Ontario, Canada 
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... when it is most needed 


Insight, at the crucial moment of decision, is often vital to a 

correct diagnosis. Not only is sound judgement called for, but also the finest 
instruments at a doctor’s command . . . sharp radiographs, for 

example. That is why radiologists the world over rely on Ilford X-ray 
films for their reproducibility; for high speed to reduce risk of involuntary 
movement, and for gradation to produce the widest possible range 

of opacities. Ilford X-ray materials, crafted to the highest technical 
standards, are now available in the U.S.A. Contact your 


regular supplier, or write to the address below. 


' Ilford Red Seal X-ray Film - Ilfex (non-screen film) - Ilford Intensifying Screens 


Red Seal & ilfex | X-ray Films 


Made in England by ILFORD LIMITED, your source in U.S.A. is ILFORD INC., 37 West 65th Street, New York 23, New York. 
Your source in Canada is W. E. Booth Co. Limited, 12 Mercer Street, Toronto 2B, distributors for Ilford Limited. 
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WHAT'S New 


Thermistor Element 
Monitors Temperatures 


f the thermis 
new tempera 


\ introduced 


"patient lifting 
is no problem . . 


NOW WE HAVE A 
PORTO-LIFT” 





For a 


makes it possible to monitor body tem 
peratures in critically ill patients. Varia 
tions in temperature as small as .075 de 
‘ree | 


4 


are registered with the new in 
strument which combines a_ thermistor 
in a bridge circuit with a contact meter 


relay in a pre-assembled control package. 
Ihe thermistor sensing element can be 


located as far as 200 teet from the con 


troller without affecting indicating or 
controlling accuracy, making it possible 
to monitor temperatures [rom the nurses’ 
station or other area outside the patient’s 
room, Model: | 


available number 
temperature 


are na 


Assembly 


ucts, Inc., Chagrin Falls, Ohio. 
7535 


ot ranyes Prod- 


For more details circle Nn mailing card 
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SS” 


That's because PORTO-LIFT’s 
simple, finger-tip hydraulic con 
trols eliminate the old fashioned, 


physical strain of invalid moving. 


It's so much easier on attendants 
so safe, smooth and gentle 


for the patient. 


time and labor-saver that 


will pay for itself in daily use, 


Ditto Masterset 
Has Smudge Protection 
A new Direct 
Process (liquid or fluid) reproduction is 
smudge-tree \n at 
tached protection sheet prevents contact 


the 


four-part Masterset tor 


designed lor use, 


with either Direct Process carbon 


the 


master to be 


sheet or finished 

the handled and 

out staining hands, clothes or papers 
The Masterset consists of the 


master Direct 


master, permitting 


Hhled with 


new 


sheet, tissuc eparator, 


Process carbon sheet the protection 
] master, the ti 


sheet. nh preparing 


sue separator 1s f rimit tl 


master sheet to pl 


sion trom the carl 
, 


carded on comp! 


sheet acts as a backiny 


ind 


sharp image transier 
when the master ts filed. Ditto, Incorpo 


rated, 6804 N. McCormick, Chicago 45. 
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prot 


For more details rcle 


Mobile Book Truck 
Has Two-Tiered Cabinet 


\ two-tiered storage cabinet for genera 
| ! ] 1 
movie book truck when 


distributed or colle 


use becomes a 


ted 


mode rh 


] 1 , 
DOOKS are to be 


\n adaptation of the attractive, 


Brunswick storage cabinets, the unit has 
easy rolling wheels and extended sides 
to hold a number 
The 


s¢ mble d 


, 
maximum of books 


cabinet truck can be as 


the 


colorful 


from Brunswick units im 


scores of door, shelt-divider and mount 
f 


ing combinations to meet the need. Shel 
book the 
requirements the variety of 
books used in hospitals The interchange 
assembling the 
The Brunswick- 
623 S. Wabash 


make it a point to look into 
PORTO-LIFT 


dimensions of the truck meet 


ol wide 


PATIENT LIFTING © THERAPY « REHABILITATION 


able dividers 
books In categories 
Balke-Collender Co., 
Ave., Chicago 5. 
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permit 
new inter 
Head Re 


hangeab 


t accessory 


new Prone-Lift 
accessory 


SEE YOUR MEDICAL SUPPLY 
DEALER OR WRITE Dept. K 


PORTO-LIFT MFG. CO. 


Higgins Lake @ Roscommen, Mich. 
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YOU ASKED FORIT... 
CONVENIENT DISPENSING! 








FLEX-STRAWS NOW PACKED 
in a convenient DISPENSER BOX 


MINIMUM HANDLING...MAXIMUM PROTECTION 


FLEX-STRAWS are distributed quickly and efficiently from the 
new dispenser box. Straws are removed at corrugated section so 
that it is never necessary to touch either the end which is immer- 
sed or the end which touches the mouth; assuring maximum 
protection and sanitation. One or several FLEX-STRAWS can be 
dispensed with minimum time and effort. The dispenser tab may 
be closed between uses. ORDER FROM YOUR DISTRIBUTOR NOW. 


FLEX-STRAW COMPANY 2040 sroapway « SANTA MONICA, CALIF. 





Canadian Distributors: Ingram & Bell, Ltd. * Toronto 
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WHAT'S NeW 


Filtering Machine irver, again drawn out and all the fil 
Saves Cooking Fa tered tat pumped back into the clean 
The Fry-Saver is a new fat filtering fat chamber. The Fry-Saver is a self 
ichit vhich operates without any contained electrically operated, portable 
unit, designed to be used by unskilled 
help. It is constructed for use with any 
deep-fat fryer. S. Blickman, Inc., Wee- 

hawken, N.J. 


For more details circle 2538 on mailing card 


Electrical Outlets 
in Modem Design 
\ contemporary line of electrical out 
lets, stainless steel, plastic and brass wall 
plates are now available for installation 
in modern buildings. Produced in speci 
fication grade materials, the new Sierra 
Plex Receptacles include three-wire 
grounding-type and two-wire convenience 
receptacles for lamps, appliances and 
— Higa other equipment. The simplified, modern 
which remo a uege Ane lines and quality production make thes 
other a The « rtridg ~ accessories desirable for use 1n new build 
an when required and its special ings and institutional construction 
handle makes removi A ciean and Casy They are available in either ivory 
task. - or brown finish and the manufacturer 
rhe practically aut ae ic mn 3 I states they meet specifications and r¢ 
fat hiterimg operates like a vacuum quirements of the National Electric Code, 
ae The unfiltered « g i Underwriters Laboratories and applicable 
quickly drained out of the fryer through laws and codes of Federal, State and 


th ry-Sa\ tal se whi I + 
he Fry-Saver —— hose i h sim Municipal departments. Sierra Electric 
plifies the tomer won If residue remaills  Corp., P.O. Box 85, 15100 S. Figueroa 
in the fat chamber, i filtered hot cook St Glendale Calif 

, : * ale, Calif. 
ing fat flush is pumped back into the For more details circle 2539 on mailing card 
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Steam Cooker 
Is Wall-Mounted 
Easy Hoor cle ming 1s issured wit 
new wall-mounted Steam-Cl 
Streamliner steam 
mounted stvle 
line. A spec 
bedded in the 
port and the 
Over the Carrier 
iwhts which carry 
the steamer ire con 


| 


o ' 
wall with only tastening bolts 


a 


through the Wa surtace | loors are th 
lett unobstructed. Cleveland Range Co., 
3333 Lakeside Ave., Cleveland 14, Ohio. 
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for those records to 
which you make frequent | 


¥ 


reference or postings. | 


VISIBLE : ( New Zylax Tablets 


You can find, refer and post to ACME VISIBLE © 
records faster because 


Indexing titles are clearly exposed his | * NO SIDE EFFECTS pe: wolyene Pony Pager 


Unnecessary to remove the card 


Refiling and possible misfiling eliminated be | e SUGAR FREE Debittered brew 


ACME VISIBLE record systems save TIME and MONEY for you. e CONVENIENT FOR ADULTS a pate 
Business Office @ X-Ray Department AND CHILDREN ; 300 _ 


Admission Office @ Laboratory 
Information Desk & Switchboard Nursing 


Pharmacy @ Maintenance | Please write 


Record Room @ Surgery 


Services of the ACME VISIBLE representatives in 
helping you to analyze your record requirements, 


select or design forms and equipment most practical Tesmenel; 0 lances conden ccdteliie 
for the purpose, are available without obligation. healthful brewer's yeast 


Please send us booklet 
[] #997 “Hospital Record Efficiency” [) #975 Acme Flexoline Catalog 
oj #971 Acme Tray Cabinets & Card Books 


(CD Hove representative call. Date Time 





CD We ore interested in Acme Visible Equipment for __. records 0 
kind of record TIS E. 


CO EE Attention 


Zo State 


for Fast but Gentle 


e RESULTS OVERNIGHT Ingredients 
are e NO GRIPING OR CRAMPING Active inerediont 


Literature available on other products 


Zymelose Tablets with brewer's dried yeast 


ACME VISIBLE RECORDS, INC., Crozet, Virginia and bulk-forming SCMC 


BSP Liquid, the new product that helps pre 
vent or heal bedsores 


Laxation 


PER TABLET 


Isatin (for the lax 


prunes) 5 mg 


160 mg 





for Zylax samples. 





GLIDDEN & CO., Inc. 


Waukesha 41, Wis. 





OO ——— - — . Zone 
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This is the woman that ruined your drive to raise money for 
the new hospital building program. You saved her life — but 





she may hate your hospital forever! This article tells you what 
can be done to overcome these situations at your hospital. 


Your hospital saved her life 
but she may hate you forever 


What happens when you take a sick 
woman and make her like new again 

only to be your hospitals enemy 
for life? What caused her irritation, 
her distrust and desire to fight your 
cause at every turn? 


Hospital administrators have 
pondered this vital public relations 
problem for years. Now. the RYALL 
Corporation, a firm that has made a 
specialty of hospital public relations, 
has the answer to the problem of cur- 
ing ill will and dissatisfaction, not 
just on the patient level. but also in 
nursing and medical staff areas. em- 
plovee relations and the general public. 


When you bring in RYALL con- 
sultants. a study is first made to find 


Vol. 88, No. 6, June 1957 


out what the ce:mmunity and its lead- 
ership think oi your hospital. 


Then. the RYALL public relations 
director begins setting up a variety 
of inexpensive programs that are 
tested and proven techniques for gen- 
erating good will among patients, 
medical staff. civic leaders, and the 
community in general. 


The net result is that within six 
months to a year, the attitude climate 
may be changed from anti-hospital — 
to very favorable. With this change 
in public relations. even a fund-raising 
program for your hospital could be- 
gin with every chance of success. 


Why don’t you fill in the coupon 


below for more facts about RYALL 
hospital public relations programs. 
No cost or obligation. Do it now! 


The RYALL Corporation 

hospital public relations consultants 
912 Baltimore Avenue 

Kansas City 5, Missouri 

Dear Sirs: We are interested in your 
public relations service. Would you 
please send us further information at 
no obligation. 


hospital 
administrator 
street 


city/state 


241 





WHAT'S New 


Dictation Machine 
Is Portable 


The new Peirce Portable Dictation 


Machine mav be used wherever 


Is 


possible to dictate. Known as the Peirce 


Secretary, the machine operates on two 


self-contained batteries. Weighing only 


four and one-halt pounds, the box-size 


unit may be used with or without 


" } ' 
electrical Outlet 


Che Peirce Secretary is a complete 


tation unit which incorporates 


playback and automatic-erase tor 


an 


dic 
Instant 
error 


less dictation. A magnetic dictation belt 
holds 15 minutes of dictation which may 
units. 


he transcribed on standard ofhice 


Less Friction...Less Wear 


BECAUSE THE CARRIER MOVES ON 
PLASTIC WHEELS, Arnco Cubicles provide 
longer service. There is no sliding or binding 
friction to interfere with smooth and easy 
operation. 


Heavy Duty Track for Rugged Hospital Use 





! 
NEW: Low Cost Rack sturdily 
made in non-peeling alumilite 
finish . . this easy to install coat 
and hat rack, or storage shelf 
finds innumerable uses in hospi- 
tals. Write for literature. 


A. R. NELSON CO., INC. 


210 EAST 40th STREET 


EXCLUSIVE ARNCO ALUMINUM TRACK MAY 
BE FLUSH OR SURFACE MOUNTED WITH 
EITHER PLASTER OR ACOUSTIC CEILING 


Completely unobtrusive .... ARNCO 
CUBICLES do not conflict with lighting or 
wall fixtures ... completely eliminate inter- 
ference with doors or windows. Their spe- 
cially designed curtains provide adequate 
ventilation in addition to privacy. 

Zinc die cast axle provides extra carrier 
strength — has bead chain for flexibility 
and rust-proof curtain hook. Soundly con- 
structed to withstand years of constant, 
rugged service. 


* NEW YORK 16, N. Y. 


The belt may be used thousands of times 
\ “talk” and “listen” microphone control 
starts the motor and an indicator light 
tells when the machine is running and 
when the batteries need replacement. 
Peirce Dictation Systems, 5900 Northwest 
Highway, Chicago 31. 
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Sanitary Server 
for Sliced Bread 


A new unit tor rving sliced bread, 
buttered Or unbuttered, is offered in the 
redesigned Sery-a- Slice bread dispenser. 
The attractive stainless steel and safety 
glass dispenser holds tive Pullman loaves 
of bread, one wide compartment being 
supplied for rve bread. Bread is dispensed 
a slice at a time by merely raising the 


leve ] r} t t |} ] ted 
ever under the type of bread wanted 


Satety glass panels on the tront make s« 
lection easy 

The back ol each col Ipartinent lowers 
for easy filling. Cleaning is simplihed 
through the crumb tray, removable trom 
the rear. With the dispenser sliced bread 
does not dry out and ts ke pt in a sanitary 
condition. Even buttered bread can be 
handled by the dispenser. Serv-A-Slice 
Industries, 3207 S. Shields, Chicago 16. 
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Disposable Container 
for Absorbent Sodasorb 

\ new canister-size paper container, 
which can be disc irded atter use, is noW 
Sodasorb, the carbon 


‘ . 4 ' ; 
dioxide-absorbent for anesthetic and basal 


used to package 


metabolism upment. The Canister 


Pak is lined with polyethylene and 


alu 
minum foil, heat sealed to maintain the 
high absorption qualities of Sodasorb 
Each container holds just enough Soda 
sorb to fill a standard size 1640 cc. canis 
ter. For other sizes the Pak can be re 
sealed to protect the unused Sodasorb. 
The durable new container is con 
venient to use, easily disposable and sate 
for shipment and handling. It is quickly 
opened. The newly-designed twelve Pak 
carton is readily opened by means of a 
tear strip, and becomes a convenient 
carrying tray and compact storage unit. 
Dewey and Almy Chemical Co., 62 
Whittemore Ave., Cambridge 40, Mass. 
For more details circle #543 on mailing card 
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Insulated 
Bedside 


Water Server 


4 
I 
K 


Ask your DON salesman to show you this insul- 
ated Bedside Server—just one of 50,000 time- and 
work-saving items sold by DON! As with every- 
thing you buy from DON, Satisfaction Guaranteed 
or your money back 


825 EACH 


In dozen Lots 


epwaro DON « company 


GENERAL HEADQUARTERS—2201 S. LaSalle St.—Chicago 16, III. 
Branches in MIAMI © MINNEAPOLIS-ST. PAUL + PHILADELPHIA-CAMDEN 


Slur ule, 
for HOSPITALS + INSTITUTIONS 


Helps ambulatory patients to get on 
and off X-ray table — in or out of bed — 
with perfect safety. Sturdy, completely 
sanitary, non-tippable, non-skid. Heavy 
chromed frame and handle of 1” steel 
tubing. Top 12”x17”. Top of handle 
39” from floor. Packed K. D. Also without 
handle #1050. 














Other Sturd-i-brite items: 


® Hat, Coat, Package 
Racks 


® Tray Stands 

® Portable Valets 

® Chrome or Black 
Chairs 


See Your Local Dealer 


THE GAYCHROME CO., Sturd-i-brite Div. H 


1079 Southbridge St. © Worcester 10, Mass. 


WRITE FOR FULLY DESCRIPTIVE FOLDER 
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No. 1050-H 
SAFETY 
STEP-UP 

with High Handle 


OLSON MECHANIZED DISH 
HANDLING EQUIPMENT 


doesnt cost you one cinil/ 


it pays dividends in... 





LOWER LABOR & 
COSTS 


Handle more 
dishes with 
fewer people 
. reduce food ji." 
service labor 
costs 


FASTER, SAFER | 
HANDLING 


Dish turnover is © 
faster. .serve & 
more people 

with less 

equipment. 
Breakage is 
minimized. 


EFFICIENT USE 
OF SPACE 


Olson Conveyors 
permit 
production-line 
efficiency in 
dishwashing 
rooms . . require 
less space to 
handle more 
dishes. 


Olson mechanized dish handling systems have paid 
for themselves many times over in the savings they 
have made in time, labor, equipment and space. 
Olson installations in hospitals, restaurants, hotels 
and food service establishments of every type are the 
best advertisement we can write for Olson equip- 
ment. See for yourself what modern mechanized dish 
handling has done for others. Write for the location 
of the nearest Olson installation to you. 


Ask for catalogs on Olson mechanized dish handling equip- 
ment. Sent without obligation. 


TL 


SERVING AMERICAN INDUSTRY SINCE 1900 





WHAT’S New 


Recessed Soap Dispenser 
Reduces Maintenance Time 
\ new comy | 


letely recessed 
satin 


Plastic Surfacing 
Is Stain Resistant 
dis \ 


finish 


soap new Armstrong 


steel ind countertop has 


Plast 


, 
penser with stainless 
al led 

1] ] 

n all-vinyl 


: ; 
strong Hydrocord 


Plastic Surtacing 
soaps, detergents, 
will not buck 
bending or 
moisture 


iterial 18 easy to 


n rolls 30 and 42 inches wide. 


| 


thy ft 
OruUy te 


olors. Armstrong Cork Company, Lan- ho 


caster, Pa. 
car mare 6 _— 


Liquid Floor Finish 


Has High Luster 


Floors are gi 


measured 


1;ditional coat 


Nu-Hyg 

f f ndalt ind clogging no solvents or harmtu 

of dispenser action. 20 Mule Team _ pletely slip re 

Products, U.S. Borax & Chemical Corp., 

630 Shatto Place, Los Angeles 5, Calif. 
+544 on 


disO 


sist 


Tenafly, N.J. 


For more details circle mailing card For more deta 








) 


When headlines scream 


2) NEGLECT!” 


will fingers point 











Will you be to blame should power failure from any 
cause result in loss of life, serious accidents and costly 
property damage? 

Protect yourself—and the lives and property of others 
by insisting upon the installation of a dependable 
Fairbanks-Morse standby power generator! 

Fairbanks-Morse power generators are available in 
standby capacities ranging from 2 kw. to 100 kw.— 
AC or DC. They are available with line transfer, fully 
automatic, remote and manual controls. Diesel power 
generator sets up to 1700 kw. For complete details, 
consult your architect’s files or write Fairbanks, Morse 
& Co., Dealer Div., Dept. MH-6, Chicago 5, IIl. 


& FAIRBANKS-MORSE 


@ name worth remembering when you want the BEST 





GENERATING SETS * MOWERS * MAGNETOS ¢ PUMPS * MOTORS 
WATER SYSTEMS © SCALES * DIESEL LOCOMOTIVES AND ENGINES 


Surfacing, 
composition 
backing 
resists 
acids 
le under heat or crack trom 
stretching 
resistant on 
mstalil 


. a8 
Ktured design available 


2545 on mailing card 


\ 
chemicals, 1s com 
int and resists scuthng 


The Penetone Company, Box 65MH. 


e 2546 on mailing card For re 


Lounge Seating 
Allows Flexible Arrangements 

The Seating 
introduced. Was designed to permit a Hexible ar 
attractive and 


material for wall Perimeter Lounge line 


been 
the 
with an 


material ts functional 


\rm 


rangement ot 
seating for hospital lobbies, othces, recep 
Che 


is built around units which can 


tion rooms and other areas. Perim 


Stains trom eter line 


three 
Attach 


with corner 


and alkalis and be positioned as single, two or 


seaters, with or without arms 


It is completely able tables are optional, along 


both The 


1] lhl 
AVANADIE 


radius units 


he 


ded 
| 


It has a molded foam 


side Ss 


and 1s seating units, constructed of 


loose cushion seats with 


in eight) backs of rubberized hair, may be uy 


stered with leather or tabri a 


} 


choice ol mn 


Walnut 


iny colors ind patterns 


picture-frame arms may Ly par 


} 
Moors, 


protection 


onths 
if long 
id to conta 
tioned with | r, cane or chrome 


} complete 1 decorating 


Marble Company, Bed 


partitions to 
scheme B. iis 
ford, Ohio. 


deta r #517 on nr ne ard 


val 


Secret Troces 
FIREPROOF CHINA 


CASSEROLES 
BAKING DISHES 
COFFEE POTS TEAPOTS 
SERVING ITEMS . TABLE ITEMS 
ROOM EQUIPMENT STEAM TABLE INSETS 
STORAGE VESSELS MANY OTHER ITEMS 


The only known cooking china made by ovr secret pro- 
cess thot fuses body, gloze, and color inseparably. 
Crazeproof, stainproof, absotption-proof... 
used in thousands of institutions. 


OMPANY 


iz] 


THE HALL CHINA C 


World's Lar Maker of Fireproof C 


gest 
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WHAT’S NEw 


Wall-Hanging Fountain 
in Vitreous China 

The 
( hina 


Rockbrook | 1s i new vitreous 


wall-hanging drinking fountain 


introduced by Kohler. The streamlined 


design teatures wide apron, making 


the four 


In appearance. 


ind modern 


gl t-inch back 


clean 


for wall protection and measures 12 by 
The non 


self-closing valve 1s adjustable 


tinuous How and is equipped with <¢ 
math } Kohler 
Kohler, Wis. 


For 


more details cir 


Fan Ventilators 
for Quiet Operation 

High efficiency and quiet operation at 
two new 


slow speeds are claimed for the 


Centriflow Fan Ventilators recently in 
troduced. Designed for institutional use, 
where low noise levels are desirable, the 
ventilators are available in a V-belt drive 
for large capacities and in a low profile 
model of spun aluminum for installa 
tions requiring lower capacities. Ratings 
are guaranteed and both units have non 
overloading, backward curved blade fan 
wheels with motors in separate, all 
cooled compartments insulated for quiet 
ness by resilient rubber vibration pads. 
he 
for use in schools, hospitals, dormitories 


institutions. The Burt Mfg. 
South St., Akron 11, Ohio. 


circle 2549 on mailing card 


ventilators are especially adapted 


othe if 


Ge.,. If E. 


For more details 


Multi-Link Matting 
in Many Color Combinations 

The Multi-Link Mat 
is constructed of individual Koro 
many 


le al 


] 


COLOr 


new Goodrich 


ting 


links which are available in 
The 
I< wing the 
| 
| 


] 
seal 


colors, custom-mat 


matting 1s 
institution to select a 


‘nation to coincide with its archi 


com 
The links, available in 
yellow, black, green, white, 
red and orange are strung on parallel 
Mats are 


Korose il 


tecture gray, 


brown, blue, 


non-rusting spring steel rods. 
; 
l 


finished on all four sides with 


nosing which may be either square o1 


tapered. Koroseal links are said to resist 


(Continued on page 246) 


AUTOMATIC 
FOOD WASTE DISPOSAL 


for every need 


<S; 


For large restaurants, 
hotels, 


For small and medium 
size restaurants, 


a 


Used on U.S. Navy ships 
& wherever huge quantities 


aging, abrasion, acids, caustics and oil. 
B. F. Goodrich Industrial Products Co., 
Akron, Ohio. 


For more details circle 4550 on mailing card 


Table-Top Copying Machine 
Has Cabinet Floor Stand 

\ new cabinet floor-stand which pro 
vides storage space for copy paper and 
other office supplies is available for use 
with both of the new Thermo-Fax table 
model copying machines, the “Fourteen” 
and the The Thermo-Fax 


“Fourteen,” illustrated, copies material up 


“Premier.” 


to 14 inches in width. Copy paper and 
original are fed into the machine and re 


= 


turn automatically in four to seven sec 


onds with an exact replica on the copy 
paper. Minnesota Mining & Mfg. Co., 
900 Fauquier St., St. Paul 6, Minn. 


rcle 255! on mailing card 


For more details ¢ 


of waste from mass 


hospitals and 
feeding is involved. 


cafeterias 


drive-ins, 
lunch rooms, etc 


for Comfort and Economy 


F O O D W., \ S T E @ Flat coil spring of Swedish steel; cadmium plated for 
corrosion and rust resistance. Unexcelled for comfort— 
DISPOSERS , 


gives uniform support to entire mattress area. 
Head end available in choice of decorator’s colors, solid 
; colors, carnival patterns, and woodgrained formica 

For the equipment needed by all eating placcs, from the small finishes. Edge of head board is protected with plastic. 
lunch room to the largest establishment serving thousands, “L” frame holds mattress securely in position. Legs are 
consider and evaluate Gruendler Food Waste Disposers, sturdy steel tubes having large 214” glides. 
a complete line to serve any size need. 
Write! Tell us, approximately, how many people you feed 
at each setting and our engineers will be happy to recommend 
the right disposer unit for your needs. No obligation. 


GRUENDLER 





For particulars 
and price write 
for Bulletin 1042 


FICHENLAUBS 


Contract Furniture 


3501 BUTLER ST., PITTSBURGH 1, PA. 
ESTABLISHED 1873 








CRUSHER & PULVERIZER COMPANY 
2915 No. Market, St. Louis 6, Mo. 
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+ Mfercury 
’ Dietary System 


te 
& 
; 


ome rere mem 





Make Most Effective 
Use of ALL Personnel 


it's here—the simple, natural, efficient system that 


assures the specified menu for every patient 
and can be operated by any employee of the 
Dietary 


from time 


hospitol The Mercury System releases 


nursing personnel spent as waitresses 
and kitchen 


their full time te 


help enables them to devote 


nursing duties. Whats more, it's 
so efficient and time-saving that many personnel 


heretofore necessary can be re-assigned—resulting 


1 significant payroll economies 


Tremendous Saving 
in Food Requirements 


Dietary 


palatable and 


System serves food hot and 


FAST 


The Mercury 
really Patients are 


elated with the service and the condition of the 


food. Actual reports from hospitals indicate that 


patient satisfaction with food served the Mercury 


way results in less waste and consequent econ 


omy in food purchases 


Mercury HEATED Tray Cart 


Now! Available in 2 sizes 
and optional refrigeration 


Gives dietician complete control over makeup of 
LOWEST-PAY help to 
deliver food hot in the fastest time and to 
do it ACCURATELY. Two models Junior 22 il 
serves 22 patients Senior 30 
30. Hot food compartment is electrically heated 


patient trays enables 


lustrated serves 
refrigeration unit for other compartments optional 
easy to pull on large rubber tire 
through 


Light in weight 
wheels into any standard elevotor 


any standord door. 


FREE DEMONSTRATION 


It's easy to arrange a free demonstration in your 
own hospital and there’s no obligation to 
buy. WRITE TODAY FOR LITERATURE AND COM- 
PLETE INFORMATION 


STEELE-HARRISON MFG. CO. 


914 W. Main St., Peoria, Illinois 








WHAY’S NEW 


Flex-Seal Pressure Cooker 
Now Offered in Counter Model 
The new Model 
the Flex-Seal Speed Cooker comes com 
plete with steam generator, yet occupies 


Counter 


ly 121 ) I | 
only 12 by inches of counter space anc 


1S only 12 inches high The de velopment 
of a small, instantaneous, automatic Ele¢ 


has made the lI 


tric Steam Generator small 
size of the new pressure cooker possible. 
Safety devices are built into the unit to 
prevent burn-out and other damage. lt 
the water supply is not turned on at the 
same time as the electric power, the unit 
burn-out. 


will not 
Steam Generator 1s turned 


When the 
off after the dav’s use, the entire 
selfflushing, leaving the 


prevent build-up otf 


operate, eventing 
unit 1s 
inter.or dry to 
lime or other de 
posits. 

The cooker operates automatically after 
the timer is set and the door is closed 
here is no pre-heating, no water to add 
and even frozen foods are perfectly cooked 
indicated 


model 


without defrosting when the 
time-table is followed. The 
cooks all types of foods quickly, easily 


new 


and safely. The stainless steel construc 
tion simplifies cleaning and assures a 
constantly attractive appearance. Vischer 
Products Co., 2815 W. Roscoe St., Chi 
cago 18. 


For more details circle #552 on mailing card 


Upright Freezers 
Have Automatic Defrost 

The new Automatic De 
frost system is a feature of the 1957 line 
of Foster Upright Freezers, including 
four basic remote models and seven basic 


Fostermati« 











J 





self-contained Model LR40-U, 
illustrated, is designed for regular food 
storage. It has a 40-cubic foot freezing 
area and is of all aluminum construction. 
Foster Refrigerator Corp., Mill & N, 
Second Sts., Hudson, N.Y. 


For more details circle #553 on mailing card 


mode Is. 


No. 50 of 


Oil Enema 
in Disposable Package 

Pharmaseal Oil Retention Enema is 
now available in a prepackaged dispos 
able The oil retention enema 
contains 125 ce. 


container. 
of mineral oil for routine 
use in softening and lubricating impacted 
fecal masses. The package is a squeezable 
container ready for instant use and sup 
plied with a smooth plastic rectal tube for 
Pharmaseal Labora- 
tories, 1015 Grandview Ave., Glendale 1, 
Calif. 


For more details circle 


easy administration. 


2554 on mailing card 


Volume Production Cooking 
With Garland Unit 
The Garland No 


1 
COOKING unit features a 


6050) volume 


broiler withi: 


two ovens. The gas-powered unit ha 


new 


controlled Tyyx 
broiler and in the area 


me standard heavy duty 
1 

oven above the 

Dtomathe illy 

ce ntrolled oven wen has a cook 


under the broiler is another 
ing area 26 by 7 whes in size. The 


Past heating broiler 33 inches. 


feature broiler sa 


stainless steel mesh installed in the ce 
ramic brick roof to spread the tempera 
ture evenly throughout the grid rack. 
The grid itself is of special design with 
heavy round bars for free-flowing and 
ample heat holding capacity. The new 
broiler is available in Black Japan, stain 
less steel and the new black porcelain 
finishes. Garland Range Division, Wel- 
bilt Corp., Maspeth 78, L.L., N.Y 


For more details circle #555 on mailing card 


Starkote Facing Tile 
Has Speckle Ceramic Glaze 

A new structural facing tile called 
Starkote features a speckle ceramic glaze 
which is described as a neutral blue-gray 
background with gray and blue speckles. 
Starkote is ideal for walls requiring a 
high degree of sanitation, minimum 
maintenance and ease of installation. The 
body of Starkote is essentially the same 
in strength and tolerances as previous 
structural units. Stark Ceramics, Inc., 
Canton 1, Ohio. 


For more details circle #556 on mailing card 
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£8.02 


these © LAKESIDE 


STAINLESS STEEL 


that can be put on wheels . 


Lakeside Heavy 
save much more, using them for serving and dish carts . . . as 
$49.75 


. lays as ory 
— 
Pats Save only 7 to 8 
ae minutes a day with 
Duty Carts and they 
pay for themselves in less than a year. You KNOW you'll 
portable shelf and work space in your kitchen . . . any work 
start using LAKESIDE now! 
$55.50 
$62.50 


MODEL 411 (right : shelves 
MODEL 422 ‘center 2x22 
MODEL 526 (left) 17'2x7 


sheives 
Lab. Cart 


FOB Milwaukee slightly higher in West. See your dealer or write today 


1976 S. ALLIS STREET 
@ MILWAUKEE 7, WIS. 





» SEE THE 
JULY ISSUE 
FOR THE 
ANSWERS 


The MODERN HOSPITAL 


Chicago 11, Ill. 


919 N. Michigan Ave 





NW 2 
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design ONY-173. w. 21", d. 23”, h. 30” 


UNEXCELLED 
for simplicity, 
comfort 


and strength 


127 years 
makers of 
chairs and 
tables for 


public use. 


Write us about your seating 
needs. We will send 
appropriate illustrated material 
THONET INDUSTRIES, INC., Dept. K 


ONE PARK AVENUE, NEW YORK 16, N Y 


THONE] 


design ONY-173 
rear view. 


SHOWROOMS: NEW YORK, CHICAGO, DALLAS, LOS ANGELES, 
MIAMI, STATESVILLE, N.C, 








WHATS NEw 
Pharmaceuticals 
Amethone 


Amethone 


effective topical al 


Hydrochloride (¢ 
resthetic for 
( List 
parenterally for the 


oncentrate 


a highly 
procedures Amethone 


ie) , " 
95/2), administered 


urologica 


smooth muscle, has 
bbott 


ane sthe Sia { New 


ot spasm Ol 
been deleted 
\methone tor 
List No. 6890) 1s chemically identical but 


from the catalog. 


urologic 


confused with the old drug 


should not be - 
Abbott Laboratories, 


o 1ts use 


North 


i 


Chicago, Ill. 


For more details circle 557 on mailing card 
Viadril 
Viadril is a steroid anesthetic for in 


duction of ane sthe Sla before maintenance 


of patients with nitrous oxide and other 
nhaled 


trave nously, 


anesthetic agents. Given in 
, 
‘laxa 


indauces 


provide Ss complete re 


larynx and pharynx, 
sleep smoothly and the 


its effects. It 


tion of the 
patient recovers 


1S described is 


easily trom 
particularly satisfactory as a basal anes 
thetic where the patient is to undergo 


surgery ol the head or neck, where the 


patient is known to be a poor risk oi 


where a bronchoscope Is to be inserte 


Viadril is supplied in 100 ml. vials cor 


anesthetic, to 


taining 500 mg. of the 

= with sodium carbonate and _ so 
chloride. Chas. Pfizer & Co., Inc., 

630 "Fleching Ave., Brooklyn 6, N. Y. 


For more details cir 


cle 2558 on mailing card 







thrifty 


MODEL XV Gennett's improved Model XV with 12 


ice service 
to patients 


ne semi-pneumatic tires 


Estradurin 

Fstradurin is a new long 
in the 
mechanism ol 


acting estro 


1 
gen developed tor use treatment ol 


carcinoma. Its 


prostatic 


activity 


single in 


action ensures sustained estrogen 
weeks with a 


( rding to the 


tor two to tour 


tramuscular injection, ac« 
re port. Estri idurin Is pack: ived in ampule 
diluent. Ayerst Labora- 


New York 16. 


» 2559 


form with sterile 
22 E. 40th St., 


tories, 22 


For more details on mailing card 


Hypaque in papaggi Compound 


The x-ray contrast gent ee 1S 
now available in a special ra ound tor 
use in angiocardiography. alled Hy 
paque-M, 90°, the compound is de 
scribed as an. effective roentgenologic 


] 


ciagnosti aid in examining heart and 


thoracic vessels. It is well tolerated by 
patients who experience few and mild 
reactions. The new compound may alse 


be used for peripheral arteriography and 


venography. Winthrop Laboratories, 1450 


Broadway, New York 18. 


For more details circle 2560 on mailing card 
Halotestin 

Halotestin is a hew, Orally cell 
indrogenic-anabolic agent described a 
being five times more potent than methyl 
testosterone The new steroid 1s indic: ited 
n the treatment of protein depletion and 
testicular hypofunction. It is also useful 


- : 
bleed 


in the female tor control « utering 


4 


no inflation problem for semi-skilled help. Cabinet all stainless inside 
and out. Rubber bumpers. Hand-operated drain through bottom. Overall 
37’ x 30” x 4012" high. Cabinet 30” x 21 Holds 150 Ibs. cubes, cracked 
or flaked ice Pg}), 
. . . . . i A 
Gennett with the improved Model XV has simplified the job lily 
P . ° ° P Y 
of conveying ice to the patient quickly efficiently 


thriftily 


Stainless steel inside and out... 
strength, cleanliness. Compact 


Street, Richmond, Indiana. 






no matter how or where it is made. In- 
sulated to keep melting to a minimum even on a 90° day. 
Model XV combines beauty, 
storage and easy 
maneuverability inside and out. Cuts ice service cost 
non-professional help provide efficient service. Let Gennett 
counsel with you on your ice storage and service problems. 
Write for catalog to GENNETT AND SONS, INC., One Main 



















EDISON 


DEODORANT 


Rom, a Edis the 


eee 


rus 
et waar sane ene # * 





Ot roe nomen. oe 


a 




















ing, excessive menstrual flow, dysmenor 


rhea and menopausal symptoms, as well 


as for palliative therapy in inoperable 





breast cancer. The Upjohn Company, 
Kalamazoo, Mich. 

For more details circle 2561 on mailing card 
Tempra 

Tempra is a new pediatric antipyretic 
nalgesic tor relief of fever and pain 
\vailable in two forms, Tempra Drops 
ind Tempra Syrup, it is desig gned tor 


idministra 
in to inf Mead John 
son & Company, Er vansville 21, Ind. 


27542 on mailing card 


iccurate oral 


ldren. 


convenient and 


ants and chi 


For more details 


Dorbantyl Suspension 


Dorbantyl Suspension is the liqui 
form of Dorbantyl evacuant capsule 
Combining the wetting agent diocty 
odium sulfosuccinate with the peristalti 
stimulant Dorbane. the product 1S le 
cribed as particularly suited for use in 

Matric 4) ill ind other Tie ds 
! qu | Tr int 1s pr ferable to 

| ‘ vedication. It is indicated in 

I manayvel t and treatment ot acute 
or chronic constipation, whether organi 
or tunctional, and is effective after sur 
pery, if obstetrical and gynecological 
cases, and in general medicine. Schenley 
Laboratories, Inc., 350 Fifth Ave., New 


York 1. 


For more details circle 22563 on mailing card 









EDISON Deodorant 


Edison Deodorant is different. It 
actually eliminates the bad stench 
by chemical fixation and/or absorp- 
tion. In other words, it really "fixes’’ 
/ bad odors in more ways than one. 

Other commonly used space deodorants 
cover-up or smother one odor with a heav- 


ier scent, or they partially paralyze your sense 
of smell. Some contain both paralyzing agent 
and the lingering perfume that unpleasantly 
permeates the area affected. 


Edison Deodorant is odorlessin-use. Its 
weapon against foul 
fixation, the chemical neutralization of 
the stench right where it originates. Edison 
Deodorant is safe, non-toxic, non-allergic, 
non-staining and non-flammable. 
USED AS A SPRAY ORIN SCRUB WATER, 
Edison Deodorant will destroy bad odors 
in receiving, accident and operating rooms 
. in wards, clinics and corridors. 


secret smells is 





THOMAS A. EDISON INDUSTRIES 
McGraw- Edison Company 


MEDICAL GAS DIVISION 
STUYVESANT FALLS, NEW YORK 
« New York City 





No. Grafton, Mass. « W. Orange, W. J. 
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WHAT’S New 


Literature and Services e The complete NCG line of inhalation 


and accessories 1s 
g issued by Na 
840 N. Michi 
g Entitled “Every- 
thing for Inhalation Therapy,” the 24 

L] 


page DOOKIet covers OXV¢ge 


rapy equipment 
described in a new catalo 
nal Cylinder Gas Ce 


in Ave., Chicago 11 


Rad 


w ¢ atalog ot 
Instruments ula 


N\ 
( 


| 
n tents, Masks 


14 


umuldainers | 


ana 


= 
itators, nebull 
] ] 


} 
ine control 


circle 2570 


ZCTS 


equipm 


n maili 


manutactured 
rp., Evansville 7, Ind. 1 
in their new Catalog 20. Con 
ications, standard packaging, 
bles 


details and selection ta 


or er 
luded in. the 


a ’ ital ‘ ) itor \ d re inc 
e 
“Better Patient Care,” 
ail 1S] : 
115 Lexi 


| } 


mstitutwons are 
I Fiat 
Compartments Featuring Life-Line Hard- 


catalog 


stres 


ware are the subject of the catal« g, 


their use for 


toile room, 
room and hospital installation 
e . the tit in Catalog No. 570, available fron 1 
V It I fl labl | Mtg . 9301 W. Belmont Ave 


ee ee 
| 
shower 


» #572 


e “New Horizons With Microfilm” is 


new pre hure issuc 
Beauty 


Utility 


1957 Catalog on Sanymetal Toilet 
Compartments, Hospital Cubicles and 
Shower Stalls has been published by The 
il Products Co., 1693 Urbana 

12, Ohi Catalog 94 


simple 


Economy 


Highly polished, rust and corro- 


sion resistant Aluminum frame. 


Vinyl covered foam rubber seat. 


pies, 


] 


ara specifica 


gested floor Colors: Tweeds (charcoal or 


coral), solid black, red, or green. 


Size: 32” high with 16” x 16” 


xin n efficiency, p seat. 
ce trom AMI ent 

. Ideal for waiting rooms, confer- 
rs 1s discussed axe 
| ence rooms, visitors, etc. 
issuea 


Lower 
Dispense 

“Operations Manual” 

hy Machine Foundry Co., 
61 Madison . New York 16. The 


booklet is VK ! into Operation, Main 
oo naieaeas Beam Metal Specialties 


deta rcle 2569 on mailing card 


tenance, ‘ lY, ljustmet 
(Continued on page 250) 
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25-11 49th STREET. + 


e The use of Barber-Colman automat 


electri temperature control systems 1s 
described in a new booklet, “Better Con- 
trol . . . electrically for Heating and 
Ventilation systems in Institutional Build- 
ings.” Prepared by Barber-Colman Co., 
1300 Rock St., Rockford, Ill., the 


technical booklet discusses the correct ap 


non 


1 


cation of electric controls, the use ot 


control centers for simple installation and 
ration and air distribution products. 
For more detalis circle 4573 on mailing card 

e “Vampco Tru-Seal Aluminum Awn- 


| 


ing Windows” for institutional and com 


buildings are described in AIA 


ercial gy 
standard 


File No. 16-E. 


WINGOW SI1Zes ind installation details on 


Specifications, 
window are included, as 
rmation and diagrams on 
windows manufactured by 

Products Co., Plainwell, 


e 2574 on mailing card 

e “Footcandle Levels and Interior Light- 

ing Design Data” is the title of a techni 

| booklet released by Westinghouse 
Lamp Diy 


ition leveis for al 


Bloomheld, 
on tiumin 


utional, commercia and in 


included. Interior 


emploving the 


] 
hustria 


ht 


interiors are 


¥ : lesign Lumen 


ae : ; 
alculation 1s eX] lained and 


Method of (¢ 


and easy 


Write for complete catalog 


LONG ISLAND CITY 3, N Y 





A 


CLAY-ADAMS, INC. 
NEW YORK 10 


FOOD FIT 
FOR A,KING 


\CDy, 














Good food service is good public relations. 

Food service counts for nearly a quarter of 

total hospital expense 

Today, the administrator makes the most 

recognizable decision in cutting expenses 

with Meals-on-Wheels labor saving system 
For complete details write to 


Meals-an- Wheels 


SYSTEM 
Dept. U, 
5001 E. 59th ST. 
Kanses City 30, Mo. 


—_ 








WHAT’S NEW 


line valves, 


e Tin-lined pipe, fittings, 
faucets and accessories, developed espe 
cially to protect distilled .or demineral 
ized water from metallic contamination, 
are described in Bulletin No. 139 pre 
pared by Barnstead Still & Demineral 


124 Lanesville Joston 


izer Co., Terrace, 


31, Mass. 

For more details circle 
e Davidson Architectural Porcelain cur 
tain wall panels and facing panels for 


2576 on mailing card 


remodeling or new construction are dis 
cussed in a new catalog. Available from 
Products, Inc., 1104 
booklet il 


and 


Davidson Enamel 
FE. Kibby St.. Lima, Ohio, the 


construction uses 


lustrates various 


gives complete diagrams and specifica 


tions of various uses to fill individual 


requirements. 
For more details circle 


e “1957 Geyser Wood Bar Windows” 
are discussed in a new eight-page bulletin 
published by FE. K. Geyser Co., 915 Me 
Ardle Roadway, Pittsburgh 3, Pa. Com 
plete size data and panel diagrams on 
the windows for either unit openings or 


22577 on mailing card 


continuous tenestration, specifications and 
standard details are included in the leaflet 
which carries illustrations of installations 


For more details circle 2578 on mailing card 


e Gleason Standard Casters tor general, 
commercial and institutional use are dis 
cussed in Catalog No. 412-A_ prepared 
by Gleason Corp., 250 N. 12th St... Mil 
Wis. Intormation on how to 
individ 


waukee 3, 
select the 
ual job is included. 


For more details circle 


e A recipe booklet for fruit pie fillings 


correct caster for the 


579 on mailing card 


| using Snow Flake Milo Starch is avail 
| able from Corn Products Sales Co., 17 


Battery Place, New York 4. The booklet 
is indexed for quick reference in pre 
paring frozen, canned, dried and fresh 
fruit pies as well as other fillings. 

For more details circle #580 on mailing card 
e The new Benjamin General Catalog 
No. 28 describes the complete line of 
lighting equipment for commerce and 
industry manufactured by Benjamin Elec- 
tric Mfg Co., Des Plaines, Ill. Complete 
information on equipment, tables for 


| unit selection and illumination data is 


contained in the book which is arranged 
in ten sections labeled with index tabs 


for easy reference. 
For more details circle #581 on mailing card 


Book Announcements 


MacEachern, “Hospital Organization and 
Management,” 3rd Ed., 1358 pp., com 
pletely rewritten and revised, $18.75 
Physicians’ Record Co., 161 W. Harrison 
St., Chicago 5. 


For more details circle card 


#582 on mailing 


Armstrong, “Aids to Surgical Nursing,” 
6th Ed., 452 pp., $3.50. Houghton and 
Sellors, “Aids to Tuberculosis Nursing,” 
Sth Ed., 318 pp., $3. The Williams & 
Wilkins Co., Mount Royal & Guilford 
Aves., Baltimore 2, Md. 


For more details circle #583 on mailing card. 


Suppliers’ News 


Bauer & Black, Division of the Kendall 
Company, 309 W. Jackson Blvd., Chi- 
cago 6, manutacturer of surgical dress 
ings, announces licensing by Smith & 
Nephew of England of the rights to manu 
facture and distribute Gypsona Plaster 
Bandages. (Gypsona, made from ar 
markably 
found in England, produces strong, white 


white and unitorm 


gypsum 
casts ol dependable unitorm quality that 
have a hard marble finish and are tough 
but not brittle. The special gypsum will 
be imported from England but the prod 
manutactured in this country 


Black 


uct will be 


by Bauer & 


Robert Busse, 64 E. 8th St.. New York 3, 
manutacturer of clinical paper products 
for hospitals and doctors, announces ac 


quisition of the assets of ViStep Slipper 
Co.. 


slippe rs 


manufacturer Of Waterprootl papei 


Homer Higgs Associates, Inc., 385 Fifth 
Ave., New York 16, specializing in drug 
and hospital produc ts, has been appointed 
representatives for the 
Denni- 


exclusive sales 
United States and Canada tor the 
son Mfg. Co. line of Sterilwraps, the wet 
strength crepe paper wrappers designed 
to meet hospital specifications for wrap 
\ limited 
number of handle 
pital sales in the United States 


ping supplies for sterilization 


distributors will hos 


McGraw-Edison Company, with head 
quarters in Elgin, Ill. manufacturer ol 
Foastmaster and other food service equip 
ment as well as electrical instruments, 
hatteries, dictating machines and medical 
gases, announces acquisition ol the assets 
and business of The Griswold Mfg. Co., 
Erie, Pa., manufacturer ol electrical heavy 
institutional-type cooking equip 
ment. With this McGraw 


Edison now produces a complete line of 


duty 
acquisition 


institutional electrical cooking fi quipment, 


Peck’s Products Co., 610 E. Clarence 
Ave., St. Louis 15, Mo., manutacturer of 
chemical specialties, announces acquisi 
tion of the soap business of Olin Mathie- 
son Chemical Corp. The transaction cov 
ers sales rights, manufacturing rights, 
formulas and inventories of specialty 
soaps formerly made by Puritan Com- 
pany and Genessee Research Corporation. 
Products include liquid surgical soaps 
and soap concentrates, bactericidal surgi 


cal soaps, oil soaps and liquid pine soaps 


Simmons Company, Merchandise Mart, 
Chicago 54, manufacturer of hospital 
furniture, announces the establishment of 
a decorating service for the Contract De 
partment. The newly created Decorative 
Department, with Mr. Karl L. Stein- 
hauser, A.I.D., as Decorating Consultant, 
will offer a complete decorating service 
to hospitals, schools, colleges and other 


institutions. 
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PRODUCT INFORMATION 


Index to ‘What's New’’ 


499 Multifit Control Syringe 
Becton, Dickinson & Co. 


500 Concealed Door Control 
Oscar C. Rixson Co. 


501 Intravenous Solution Bottles 
Baxter Laboratories, Inc. 


502 Blade 
American Soto Razor Corp. 


503 Portable Power Pian 
D. W. Onon & Sons Inc. 


504 Vina-Lux Flooring 
Uvalde Rock greag Co. 


505 Suction and Ether 
Gomco er Mie. Corp. 


506 Stomach and Colon Brushes 
Clay-Adams, Inc. 


507 Surgical Instrument-Milk 
Snowden-Pencer Corp. 


508 Double Decanter 


Cecilware-Commodore Producis Corp. 


509 Bulk 


510 Town and Comey Wagon 
Chrysler Corp. 


511 Pre-Wrapped Peri-Pack 
Johnson & Johnson 


512 Food Service Conveyor 
Lamson Corp. 


513 Scott's Steel Stitch 
United = enraggg Supplies Co. 


514 Floor M 
8. C. ge Co. 


$15 Visual Control Panels 
Acme Visible Records, Inc. 


516 Glide-O-Matic Finishing Unit 
The Unipress Co. 


517 Wey Fabrics 
E. Carpenter & Co. 


518 Automatic TeaMaker 
‘cod Machinery & Chemical Corp. 


519 clini 
Ad. Seidel & Son Inc. 


520 Cobalt 60 Ther Unit 
The Dick X-Ray Co. 


521 Protectol Narcotics Safe 
Harold Supply Corp. 


Automatic Cycling Attachment 
= ny. ay Be “ & Associates 


nnett & 
523 Bathtub Grip 
peng Units, Inc. 
24 Type 505 ° i 
P creams Service Corp. 


$25 Traction Fr 
DePuy Mig. Co., Inc. 


526 Series “S” Incinerators 
Winnen Incinerator Co. 


Cradle 
“~— hemical & Surgical Equipment 
2. 


Pages 219-250 


Key 


527 Place Settin 
Lily Tulip Ca oe Corp. 


528 Coffee Vending Machine 
The Vendo Co. 


529 Monitor 
Universal Atomics Corp. 


530 Fluorescent Unit 
Smithcraft Lighting 


531 Emergen Ox 
e O.E.M. Corp. 


532 Wheel Chair Table 
Rehabilitation Products 


533 Fresh Orange and Lemonade 
Sunkist Growers 


$34 Plastic Kart-Kover 
Samaritan Cart Co. 


535 Temperature Monitor 
Assembly Products, Inc. 


536 Direct Process Masterset 
Ditto, Inc. 


537 Mobile Book Truck 
Brunswick-Balke-Collender Co. 


538 er 
S. Blickman, Inc. 


539 Sierra Plex Receptacles 
Sierra Electric Corp. 


540 Wall-Mounted Steam Chef 
Cleveland Range Co. 


541 Portable Dictation Machine 
Peirce Dictation Systems 


542 Redesigned Bread Dispenser 
Serv-A-Slice Industries 


543 Canister Pak for Sodasorb 
Dewey & Almy Chemical Co. 


544 Recessed rag’ 
Twenty Mule 


545 Plastic Surfacin d 
Armstrong Cork Co. 


$46 Liquid Floor Finish 
The Penetone Co. 


547 Perimeter Seating 
The B. L. Marble Chair Co. 


548 Wall-Hanging Fountain 
Kohler Co. 


549 Centriflow Fan Ventilators 
Burt Mig. Co. 


550 sas Multi-Link Matting 
FP. Goodrich Co. 


nser 
‘eam Products 


551 Sone Co; Machine 
Minnesota ining & Mig. Co. 


552 Counter Flex-Seal Cooker 
Vischer Products Co. 


553 Automatic Defrost System 
Foster Retrigerator Corp. 


554 Oil Retention En 
Pharmasea!l Labecetecies 


Key 
555 Broiler 
Garland Range Div. 


556 Starkote Ceramic Tile 
Stark Ceramics, Inc. 


557 Amethone 
Abbott Laboratories 


558 Viadril 
Charles Pfizer & Co., Inc 


559 Estradurin 
Ayerst Laboratories 


Hypegue 
inthrop Laboratories 
lalotestin 
The Upjohn Co. 


Te a 
Mead Johnson & Co. 
563 Dorbantyl Suspension 
Schenley Laboratories, I 
564 “Radioactivity Instruments” 
Nuclear-Chicago 


565 “Better Patient Care” 
Executone Inc. 


566 “How Clean Is Clean” 
American Gas Assn. 


567 “Horizons with Microfilm” 
Filmsort Div. 


562 


568 Catalog 
Sanymetal apm Co. 


569 Operations Man 

American Mozhine & Pou 
570 “Inhalation Ther 

National Cylinder Gas C 


571 Catalog 
Faultless Caster Corp. 


572 Catalog 
Fiat Metal Mig. Co. 


573 “Better Control . . . electrical 
Barber-Colman Co. 


574 Comten. 
Valley Metal Products C« 


575 Booklet 
Westinghouse Electric Co 


576 Bulletin 
Barnstead Still & Demine 


577 Catalog 
Davidson Enamel Produc 
578 “Wood Bar Windows” 
K. Geyser Co. 


579 Catalog 
Gleason Corp. 


580 Recipe Booklet 
orn Products Sales Co. 


581 Gonget Canes 
njamin Electric Mfg. Cc 


582 “Hospital Organization’ 
boc, Record d Co. 


583 Books 
The Williams & Wilkins C 





Index to Products Advertised 


(HPF) after company name indicates that further descriptive data are 
filed in catalog space in HOSPITAL PURCHASING FILE—34th Edition 


Key 


$84 Abbott Laboratories ............................28, 29 


586 Acme Visible Records, Inc. (HPF)......... 


587 Adjustable Fixture Company (MPF)... 


GOO Alrdoor, Wa. nnn ne nnncenncneensncnsenecseeenene 











Key Page 
589 Air-Shields, Inc. (HPF)... 97 
590 Allegheny Ludlum Steel Corporation....179 
591 Allen Foods, Inc. 198 
592 Aloe Company, A. S. (HPF)... eee (| 
593 Ameray Corporation (HPF)..0..117 


Key 
594 American Air Filter Co., Inc. 
595 American Appraisal Company 


597 American City Bureau............... 





INDEX CONTINUED ON FOLLOWING laid he 
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Key 


598 American C 
Product: 


599 American 


600 American F 
(Baxter) 


601 American I 
(Baxter) 
602 American } 
(HPF)... 


603 American | 
Compan 
604 American-O 


605 American S 
606 American S 
607 Ames Come 
608 Anemostat ( 
609 Ansco Corr 
610 Appleton El 
611 Armour & C 


612 Armstrong ¢ 
Gordon | 


613 Automatic E 
614 Ayers? Labo 
615 Barber-Colm 
616 Bard-Parker 
617 Barnstead S 

(HPF) .... 
618 Bassick Con 
600 Baxter Labo: 
601 Baxter Labo: 
619 Bay West Px 
620 Beam Metal 


621 Becton, Dick 
(HPF)... 


622 Blickman, In 
623 Brewer Com 
624 Brillo Mig. ‘ 
625 Brown Com 
626 Buda Divisio 
627 Burroughs C 
628 Carolina Abs 


629 Carrier Corp 
630 Carrom Indu 
631 Castle Comp 


632 Caterpillar T: 
633 Ceco Steel Px 
634 Central State 
635 Clarke Sandi 
(HPF) .... 
636 Classified Ad 
637 Clay-Adams | 
638 Coca-Cola Cc 
639 Collins, Inc., 
640 Colson Corpo 
641 Continental C 
642 Crane Compc 
643 Crescent Surg 
644 Darnell Corp: 
645 Day-Brite Lig! 
646 Dewey & Alm 
Division o 
647 Diack Control 
648 Diamond Cry: 
649 Dixie Cup Co 
650 Dodge Corpor 
651 Don & Compa 
652 Dor-O-Matic I 
653 Dow Chemica 
654 Du Kane Cor; 
655 Duke Mfg. Co: 
656 Dundee Mills, 
657 Du Pont de N. 
658 Eastman Kode 






662 Ethicon, Inc. { 


dex to Products Advertised— continued 


Page 
erican Cyanamid Company, es 
Products Division (HPF) 157 
erican Cystoscope Makers, Inc. 109 


erican Hospital Supply Corporation 
(Baxter) 
erican Hospita] Supply Corporation 
(Baxter) 183 
erican Hospital Supply Corporation 
(HPF) following page 32 
erican Laundry Machinery 
Company (HPF) 
erican-Olean Tile Company 
following page 48 
erican Sterilizer Company (HPF) 31 
erican Sterilizer Company (HPF) 105 
es Company, Inc. 193 
ymostat Corporation of America. 22, 23 
co Corporation 221 
jleton Electric Company 33 


34, 35 


sour & Company 147 
strong Company, Inc., 
Gordon (MPH) 206 
omatic Electric Sales Corp. 207 
rst Laboratories 117 
per-Colman Company 180 
d-Parker Company, Inc. (HPF) 182 
ill & Sterilizer Compan 
Praia 168, 169 
213 


sick Company (HPF) 
ter Laboratories 5 


ter Laboratories 83 
West Paper Company 174 
m Metal Specialties. 249 
ion, Dickinson & Company 3 
(HPF)... following page 176 
kmem, Inc., S. (HPF) 11 
wer Company, E. F. 178 
© Mig. Company. ..........--.-ce- 6 
yn Company 233 
a Division 184 
...225 


‘oughs Corporation 


slina Absorbent Cotton Company 
following page 96 


rier Corporation facing page 33 
rom Industries, Inc. (HPF) 121 


lle Company. Wilmot (HPF) 
following page 160 


pillar Tractor Company 119 
> Steel Products Corporation..............226 
tral States Paper & Bag Company.. 95 
ke Sanding Machine Company 
(gf ne eae ; 


. 9 
sified Advertising 197-216 
Adams Company, Inc. ..250 
SCOl COMM nn. eccee-ccscenecnneenenne 216 
ins, Inc., Warren E. (HPF) 210 


on Corporation (HPF). seicabialleha 24 


finental Coffee Company 4 126 
ne Company (HPF) ..130, 131 
cent Surgical Sales Co., Inc.............118 
ell Corporation, Ltd. (HPF).............178 
‘Brite Lighting, Inc......................- ..187 
ey & Almy Chemical ay wah 
Division of W. R. Grace & Co.......... 8 
kx Controls (HPF)............ sal se 
pond Crystal Salt Co... , 43 
» Cup Company wove BS 
ye Corporation, F. W... ipdintoskasiee 
& Company, Edward.. icc 
O-Matic Division (HPF) ................... 120 
Chemical Company.... «ioe 38 
<ane Corporation --- BB 
» Mig. Company..... 188 
jee Mills, Inc...... aptbies lee 
’ont de Nemours & Co., Inc., E. L.....137 
man eeraee bets 

——.0ONowing page 112 
omics » telaakeey, Inc. niieiiatn cite 27 
on Industries, Thomas A. (HPF)... ...248 
DOR OIEII i. <ttesncacotlnsstnptilantsieisthespirliniiciien 245 


on, Inc. (HPF)... ‘illowtie page 160 


714 


Key 

663 Executone, Inc. 

664 Fairbanks, Morse & Company sia 
Faultless Rubber Company (HPF). 








665 
666 Field & Company, Marshall..................... 195 
667 Finnell System, Inc. (HPF) 
668 Fleet of America, Inc.......... 
669 Fleet Company, Inc., C. B. (HPF).. Ill 
670 Plex-O-Lettors, Um. oo. ..-cccececserseesoeee 116 
671 Flex-Straw Corporation (HPF)... 239 
672 Fort Howard Paper Company 191 
673 Frick Company . 16 
674 Gaychrome Company a) | 
675 Geerpres Wringer, Inc. (HPF). 234 
676 General Electric Company, X- Ray 
Department (HPF) ee | 
677 General Floorcratft, Inc. ' 159 
678 General Tire & Rubber Company... 25 
679 Gennett & Sons, Inc. atieieiind 248 
680 Glasco Products Company 180 
6&1 Glidden & Company, Inc., Otis a 240 
682 Glynn-Johnson Corporation (HPF)... venne* 171 
683 Gruendier Crusher & Pulverizer Co.......245 
684 Hall China Company 244 
685 Hampden Specialty Products, Inc... 210 
686 Hanovic Chemical & Mfg. stencil 
(HPF) ? 99 
687 Hard Mig. Company (HPF). pices 7 
688 Hausted Mig. Company (MPF)... 1 
689 Heinz Company, H. J..following page 128 
690 Herrick Refrigerator Company (HPF)....167 
691 Hill-Rom Company, Inc. (HPF).. 151 
692 Hillyard Chemical Comneny (HPF) 
....following page 144 
693 Hobart Mig. Company 125 
694 Hoffmann-LaRoche, Inc. eek 1B 
695 Holcomb Mfg. Company, J. L... ...218 
696 Hollister Company, Franklin C. 
following page 192 
697 Hospital Purchasing File wove 5 
698 Hunter Douglas Aluminum Division soon OO 
699 Huntington Chair Corporation «ee 53 
700 Huntington Laboratories, Inc. (HPF)......190 
701 Hyland Laboratories ..100 
702 Ilford Inc. au ..237 
703 Industrial Acoustics Co., Ine. Sais 99 
704 Institutional Products Corporation........ 196 
705 International Bronze Tablet Co., Inc.....226 
706 Interncticnal Nickel Company, Inc. ee | 
707 Jarvis & Jarvis, Inc. (HPF)... 150 
708 Jewett Refrigerator Company, Inc. 
GUD. cccintnsteepeatdglhsnciicabakictitiiateaies 108 
709 Johns-Manville .... ; okie Oe 
710 Johnson & Johnson.......... tfhowing | page 16 
711 Johnson Service Company (HPF)....Cover 2 


712 Kellogg Switchboard & ar 
Company ..... 

Ketchum, Inc. (HPF) sesdlaiiinlebedeas 

Kilian Mig. Corporation 


Kraft Foods Company... 


713 


715 








716 Lakeside Sheautauteriag ‘ion. (HPF)... 
hee he ee ee 226 
718 Lilly & Company, Eli... 3 
719 Linde Com y, Division of 

Union bide tind 

(HPF)... oA ..following page 16 
720 Liquid Carbonic Corperation (HPF)... 211 
721 McBee Company .......... iaicteciun ae 
722 McKesson Appliance Cian... jpsoiiieet . 32 
723 McKesson & Robbins, Inc...........................205 
724 Marshall & Stevens... 180 
725 Massengill Company, S&S. E....................... 9 
726 Massillon Rubber Company...................... 13 
727 Master Meta) Products, Inc. (HPF)........ 204 
728 Maysteel Products, Inc. (MPF)... 114 
729 Meals-On-Wheels System (HPF)............ 170 
730 Meals-On-Wheels System (HPF)..........250 
731 Melchoir, Armstrong, Dessau Company 

<vhipdidilidepiiatlianie ices Tasuss following page 160 
732 Milwaukee Lace Paper Company............ 129 
733 say. estan arr, bacecamncuned * ea, 168 


Key Page 
734 National Cylinder Gas Company........36, 37 
735 Nelson Company, Inc., A. R. (HPF).....242 
736 Nicholson and Co., W. H................ 172, 173 
737 Nuclear-Chicago Corporation .............. 181 
738 Ocakite Products, Inc..... sdlhisalin ae 
739 Ohio Chemical & pprvical Equipment 
Company (H ..40, 41 
740 Olson Mig. Moosic Inc., Samuel woeneel3 
741 Onan & Sons, Inc., D. W. (HPF)... 170 
742 Otis Elevator Company 44, 45 
743 Parke, Davis & Company 103 
744 Pittsburgh Plate Glass Company 
following page 16 
745 Plastics Manufacturing Company.......... 46 
746 Plymouth Rubber Co., Inc. (HPF) 200 
747 Polar Ware Company (HPF)... 20 
748 Porto-Lift Mig. Company (HPF) ...238 
749 Potter Fire Escape Company 174 
750 Pratt & Lambert, Inc. .223 
751 Puritan Compressed Gas Corp. -weee G1 
752 Quicap Company, Inc. ...208 
753 Raytheon Manufacturing Company 
Cover 4 
754 Reliance Chemicals Corporation a eeciniaal 
755 Remington Rand Inc. .17 
756 Rixson Company, Oscar C. (HPF)... 231 
757 Ross, Inc., Will ; a----e 07 
758 Royal Lace Paper Works, ine icclastpenite 143 
759 Ryall Corporation 241 
760 Safe-Lad Mig. Company 228 
761 Salvajor Company ..232 
762 Schrader’s Son, A 227 
763 Sealright Company 200 203 
764 Seamless Rubber Company Cover 3 
765 Seven Up Company ; 229 
766 Sexton & Company, John...... 123 
767 Shelby Salesbook Company 214 
768 Simmons oupeny (MPF) 
..following page 32 
769 Simplex Ceiling Campana... bodies 202 
770 Sloan Valve Company following page 48 
647 Smith & Underwood (MPF) sediln saints 12 
771 Southern Equipment Company 128 
772 Speed Queen, A Division of McGraw 
Electric Co. 194 
773 Squibb & Sons, Div. of Mathieson 
Chemical Corp., E. R......... oe 
774 Standard X-Ray Company (HPF). inlet’ 148 
775 Steele-Harrison Mfg. Company............. 246 
776 Stevens & Company, Inc., J. P.............. 42 
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IMPROVED! 


Raytheon 

“Unitized” Electrocardiograph — 
features Unitized Construction, 
Instantaneous Stabilized Lead 
Switching, “Quick-Change” Paper 
Cartridge, interchangeable Plug- 
in Amplifier. 


Raytheon Microtherm® Microwave 
Diathermy—the diathermy unit 
specified by more doctors and 
hospitals than all other types 
combined. 


Raytheon Micronaire® Electronic Air Cleaner— 
removes pollen, dust, smoke, bacteria—all air- 
borne particles. 99.2% efficient. 
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